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EDISON ELECTRIC INSTITUTE 
OFFICERS 


Saale T ates RRL MMNOEN | INR, ve PERI crow. [ai hio5 var,a joo aba ina ka sha bdcn ig ate droite ears A Sila en ha lime ventAllai lets 4 Georgia Power Co., Atlanta, Ga. 
1: SS, Se ie PRO oss 0.6 arsed adieiod in wear inncase Oklahoma Gas & Electric Co., Oklahoma City, Okla. 
H. S. BENNION, Vice President and Managing Director...............+-008. 420 Lexington Avenue, New York, N. Y. 
Tt, Do: oN sk POON baa: las ge. <0 Awoes Raa Sid aoe'e Consolidated Edison Co. of New York, Inc., New York, N. Y. 
A. B. MorGAN, Secretary and Assistant Managing Director.............+.4. 420 Lexington Avenue, New York, N. Y. 


BOARD OF DIRECTORS 


(Terms expiring 1956) 


D. E. ACKERS, P. H. MCCANCE, 
The Kansas Power and Light Co., Topeka, Kan. Duquesne Light Co., Pittsburgh, Pa. 
W. C. BECKJORD, R. E. Moopy, 
The Cincinnati Gas & Electric Co., Cincinnati, Ohio Union Electric Co. of Missouri, St. Louis, Mo. 
JosEPH M. BELL, JR., HARRY B. MUNSELL, 
New York State Electric & Gas Corp., Binghamton, Kansas City Power & Light Co., Kansas City, Mo. 
N. Y. QO. TITUS, 


Pennsylvania Electric Co., Johnstown, Pa. 
W. O. TURNER, 

Louisiana Power & Light Co., New Orleans, La. 
G. W. VAN DERZEE, 

Wisconsin Electric Power Co., Milwaukee, Wis. 


WALKER L, CISLER, 
The Detroit Edison Co., Detroit, Mich. 
B. L. ENGLAND, 
Atlantic City Electric Co., Atlantic City, N. J. 


J. G. HOLTZCLAW, WILLIAM WEBSTER, 
Virginia Electric and Power Co., Richmond, Va. New England Electric System, Boston, Mass. 
R. K. LANE, FRANK M. WILKES, 
Public Service Co. of Oklahoma, Tulsa, Okla. Southwestern Gas and Electric Co., Shreveport, La. 


(Terms expiring 1957) 


R. P. BRIGGS, C. E. IDE, 
Consumers Power Co., Jackson, Mich. The Toledo Edison Co., Toledo, Ohio 
W. J. CLAPP, S. R. KNAPP. 


Florida Power Corp., St. Petersburg, Fla. 


The Connecticut Light & Power Co., Berlin, Conn. 
J. E. CORETTE, 


The Montana Power Co., Butte, Mont. C. B. McMANUS, 4 ; 

C. P. CRANE The Southern Co., Inc., Atlanta, Ga. 
Baltimore Gas and Electric Co., Baltimore, Md. R. S. NELSON, 

A. S. CUMMINS, Gulf States Utilities Co., Beaumont, Texas 


The California Oregon Power Co., Medford, Ore. 
THOMAS G. DIGNAN, 
Boston Edison Co., Boston, Mass. 


W. A. PARISH, 
Houston Lighting & Power Co., Houston, Texas 


E. W. DoEBLER, HAROLD QUINTON, 

Long Island Lighting Co., Mineola, N. Y. Southern California Edison Co., Los Angeles, Calif. 
JOHN W. EVERS, L. V. SUTTON, 

Commonwealth Edison Co., Chicago, Ill. Carolina Power & Light Co., Raleigh, N. C. 


(Terms expiring 1958) 


J. L. BATES, E. L. LINDSETH, 

Central Power & Light Co., Corpus Christi, Texas The Cleveland Electric Illuminating Co., Cleveland, 
A. M. BEEBEE, . ry : 

Rochester Gas & Electric Corp., Rochester, N. Y. - ©, LUCE, 


Public Service Electric & Gas Co., Newark, N. J. 
M. S. LUTHRINGER, 
Central Illinois Public Service Co., Springfield, Il. 


F. D. CAMPBELL, 
Cambridge Electric Light Co., Cambridge, Mass. 


C. B. DELAFIELD, C. E. OAKES, 
Consolidated Edison Co. of New York, Inc., New York, Pennsylvania Power & Light Co., Allentown, Pa. 
NW &: H. T. PRITCHARD, 

R. H. FITE, . Indianapolis Power & Light Co., Indianapolis, Ind. 
Florida Power & Light Co., Miami, Fla. K. M. ROBINSON, 


The Washington Water Power Co., Spokane, Wash. 
L. M. SMITH, 

Alabama Power Co., Birmingham, Ala. 
N. B. GUSSETT, HAROLD TURNER, 

Iowa Power & Light Co., Des Moines, Iowa American Gas and Electric Co., New York, N. Y. 


R. H. GERDES, 
Pacific Gas and Electric Co., San Francisco, Calif. 


Executive Committee 
W. L. Cisler, C. B. Delafield, E. L. Lindseth, D. C. Luce, C. E. Oakes, Harold Quinton, L. V. Sutton, 
G. W. Van Derzee, William Webster. 
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D. C. BARNES, 
Virginia Electric and Power Co., 
Charlottesville, Va. 

A. D. BARNEY, 
The Hartford Electric Light Co., 
Hartford, Conn. 

J. B. BLACK, 
Pacific Gas and Electric Co., San 
Francisco, Calif. 

EpGAR H. DIXON, 
Middle South Utilities, 
York, N. Y. 

PHILIP A. FLEGER, 
Duquesne Light Co., Pittsburgh, Pa. 

GEORGE M. GADSBY, 
Utah Power & Light Co., Salt Lake 
City, Utah. 

WILLIS GALE, 
Commonwealth Edison Co., Chicago, 
Ill. 

ALLEN S. KING, 
Northern States Power Co., Minne- 
apolis, Minn. 

H. P. LIVERSIDGE, 
Philadelphia Electric Co., Philadel- 
phia, Pa. 


Inc., New 


ADVISORY COMMITTEE 


J. E. LOISEAU, 
Public Service Co. of Colorado, Den- 
ver, Colo. 

GEORGE L. MACGREGOR, 
Texas Utilities Co., Dallas, Texas. 

EARLE J. MACHOLD, 
Niagara Mohawk Power Corp., Syra- 
cuse, N. Y. 

J. W. MCAFEE, 
Union Electric Co. of Missouri, St. 
Louis, Mo. 

LYLE McDONALD, 
Public Service Electric and Gas Co., 
Newark, N. J. 

PAUL B. McKEE, 
Pacific Power & Light Co., Portland, 
Ore. 

I. L. Moore, 
New England Electric System, Bos- 
ton, Mass. 

W. C. MULLENDORE, 
Southern California Edison Co., Los 
Angeles, Calif. 

GROVER C. NEFF, 
Wisconsin Power and 
Madison, Wis. 


Light Co., 


J. S. OSBORNE, 
Central & South West Corp., Chi- 
cago, Ill. 

WALTER H. SAMMIS, 
Ohio Edison Co., Akron, Ohio. 

H. R. SEARING, 
Consolidated Edison Co. of New 
York, Inc., New York, N. Y. 

McGREGOR SMITH, 
Florida Power & Light Co., Miami, 
Fla. 

PHILIP SPORN, 
American Gas and Electric Co., New 
York, N. Y. 

FRANK M. TAIT, 
The Dayton Power and Light Co., 
Dayton, Ohio. 

J. B. THOMAS, 
Texas Electric Service Co., 
Worth, Texas. 

E. S. THOMPSON, 
The West Penn Electric Co., Inc., 
New York, N. Y. 

J. R. WHITING, 
Consumers 
Mich. 


Fort 


Power Co., Jackson, 








Objectives of the Edison Electric Institute 


The advancement in the public service of the art of producing, 
transmitting, and distributing electricity and the promotion 


of scientific research in such field. 


The ascertainment and making available to the members and 
the public of factual information, data, and statistics relating 


to the electric industry. 


To aid its operating company members to generate and sell 
electric energy at the lowest possible price commensurate with 
safe and adequate service, giving due regard to the interests 


of consumer, investor, and employee. 








Page 2 





» Chi- 


New 


Miami, 


it Co., 


Fort 


, ine; 


ickson, 





Personnel of EEI Committees 


for 1955-1956 


Appointments to the Edison Electric Institute Committees for the Administrative Year 
1955-1956 have been announced by Harllee Branch, Jr., President of the Institute. 
Personnel of the committees are listed on the following pages. 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 
Chairman, J. C. FARIS, Union Electric 
Co. of Missouri, St. Louis, Mo. 

Vice Chairman, R. G. SCHNEIDER, Vir- 
ginia Electric and Power Co., Rich- 
mond, Va. 


N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

H. W. Boozer, Georgia Power Co., At- 
lanta, Ga. 

G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio 

*J. G. CADBYy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

*G. U. CALLENS, The Detroit Edison 
Co., Detroit, Mich. 

C. L. CARR, Potomac Electric Power 
Co., Washington, D. C. 

L. F. CSTAMBERS, Northern States 
Power Co., Minneapolis, Minn. 

J. V. CLEARY, Consolidated Edison Co., 
of New York, Inc., New York, N. Y. 

*S. A. COLE, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

G. R. CorEY, Commonwealth Edison 
Co., Chicago, II. 
L. W. COUGHLAN, Pacific Gas and 
Electric Co., San Francisco, Calif. 
*C. T. DWIGHT, The Hartford Electric 
Light Co., Hartford, Conn. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

J. D. ELLIOTT, The Detroit Edison Co., 
Detroit, Mich. 

H. C. FLEcK, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

R. R. FORTUNE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

FRANK FREER, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

*BIRON GANSER, Philadelphia Electric 
Co., Philadelphia, Pa. 


Accounting Division 


E. H. HEGMANN, Duquesne Light Cv., 
Pittsburgh, Pa. 

*H. M. Hopson, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. W. Hoae, Atlantic City Electric Co., 
Atlantic City, N. J. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rocnester, N. Y. 
R. P. KAESSHAEFER, The West Penn 
Electric Co., Inc., New York, N. Y. 
J. W. KLUBERG, Consumers Power Cc., 
Jackson, Mich. 

L. M. LA PoRTE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. F. LINEHAN, Pioneer Service & En- 
gineering Co., Chicago, III. 

*J. C. LUCHSINGER, The Cincinnati 
Gas & Electric Co., Cincinnati, Ohio 

F. H. MARKLEY, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. R. Marrs, Texas Power & Light 
Co., Dallas, Texas 

*H. F. MARTIN, Long Island Lighting 
Co., Mineola, N. Y. 

A. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

A. G. MITCHELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. W. MOREHOUSE, General Public 
Utilities Corp., New York, N. Y. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

*WALTER OTT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

*R. J. PLOURDE, The Detroit Edison 
Co., Detroit, Mich. 

S. E. RATCLIFFE, Virginia Electric and 
Power Co., Richmond, Va. 

*P, K. READ, New York State Electric 
& Gas Co., Ithaca, N. Y. 

L. E. REYNOLDs, The Connecticut Light 
& Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 
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R. W. RICHARDSON, Mississippi Power 
Co., Gulfport, Miss. 

L. G. ROEMER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

*M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

F. W. RoGeERS, Texas Electric Service 
Co., Fort Worth, Texas 

H. H. Scarr, Ebasco Services Inc., 
New York, N. Y. 

W. C. SCHOEPPE, Florida Power Corp., 
St. Petersburg, Fla. 

H. E. SIMPSON, Florida Power & Light 
Co., Miami, Fla. 

A. P. THOMPSON, Iowa Power 
Light Co., Des Moines, Iowa 

R. B. TULPIN, Central Illinois Public 
Service Co., Springfield, II. 

R. D. WHITE, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. O. WHITMAN, American Gas and 
Electric Service Co., New York, 
N.Y. 

*R. B. WILLIAMS, The Toledo Edison 
Co., Toledo, Ohio 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 


and 


* E’x-officio 


CUSTOMER ACTIVITIES GROUP 

Coordinator, S. A. COLE, New York 
State Electric & Gas Corp., Bing- 
hampton, N. Y. 


Customer Accounting Committee 

Chairman, J. C. LUCHSINGER, The 
Cincinnati Gas & Electric Co., Cin- 
cinnati, Ohio 

Vice Chairman, A. B. WILSON, Georgia 
Power Co., Atlanta, Ga. 


W. F. AMMANN, The Toledo Edison 
Co., Toledo, Ohio 

D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 
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T. E. AUSTER, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

C. D. BELANGER, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. F. BENE, Boston Edison Co., Bos- 
ton, Mass. 

H. C. BULLION, The Detroit Edison 
Co., Detroit, Mich. 
C. A. CAULFIELD, The Washington 
Water Power Co., Spokane, Wash. 
J. F. COMEFORD, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. M. CONLIN, Western Massachusetts 
Electric Co., Springfield, Mass. 

G. G. CouRToIs, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. D. DEETER, The Dayton Power and 
Light Co., Dayton, Ohio 

W. C. DrReEwry, Southern California 
Edison Co., Los Angeles, Calif 

J. P. FEENEY, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

f£. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 

J. M. GASQUE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

G. J. GLUCK, Ohio Edison Co., Akron, 
Ohio 

C. R. GoOopE, JR., Virginia Electric and 
Power Co., Richmond, Va. 

W. W. HALL, Ebasco Services Inc., 
New York, N. Y. 

E. H. HALLIDAY, Utah Power & Light 
Co., Sait Lake City, Utah 

P. G. HANLON, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. R. HEERY, The United Illuminating 
Co., New Haven, Conn. 

G. F. HIGGINS, The Detroit Edison Co., 
Detroit, Mich. 

P. F. HLuss, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

R. O. JACKSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho 

C. L. KASTEN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. A. Krauss, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

G. A. KUNZ, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

R. E. LINDNER, Central Illinois Public 
Service Co., Springfield, Ill. 

R. G. MAAS, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

JACK MANSELL, Dallas Power & Light 
Co., Dallas, Texas 

J. T. McKay, New Orleans Public Ser- 
vice Inc., New Orleans, La. 


EDISON ELECTRIC INSTITUTE BULLETIN 


G. E. MINISTER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

F. G. Moon, Public Service Co. of 
Colorado, Denver, Colo. 

C. L. NELSON, Northern States Power 
Co., Minneapolis, Minn. 

C. H. OLSON, Duquesne Light Co., 
Pittsburgh, Pa. 

J. T. OWENS, JR., Florida Power & 
Light Co., Miami, Fla. 

C. E. REITZEL, Duquesne Light Co.., 
Pittsburgh, Pa. 

W. F. RowkE, Long Island Lighting Co., 
Mineola, N. Y. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

W. R. SEIDEL, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. T. SHERBONDY, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

F. E. SMITH, Boston Edison Co., Bos- 
ton, Mass. 

GERALD SPECKHARD, Consumers Power 
Co., Jackson, Mich. 

J. C. STEWART, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

G. B. WEBBER, Public Service Electric 
and Gas Co., Elizabeth, N. J. 

J. A. WILLIAMS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

M. F. YOUNG, The Connecticut Light 
& Power Co., Berlin, Conn. 

2. C. YOUNG, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

Customer Collections Committee 

Chairman, R. B. WILLIAMS, The Toledo 
Edison Co., Toledo, Ohio 

Vice Chairman, W. E. TRAvis, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio 

E. D. ADAMS, Kentucky Utilities Co., 
Lexington, Ky. 

R. V. BOWEs, Philadelphia Electric Co., 
Philadelphia, Pa. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio. 
OTIS GERKE, Wisconsin Power 

Light Co., Madison, Wis. 

L. J. HAMILTON, Consumers Power Co., 
Jackson, Mich. 

H. HECKER, Consolidated Edison Co. of 
New York, Inc., Brooklyn, N. Y. 
J. E. HEVRON, New Orleans Public Ser- 

vice, Inc., New Orleans, La. 

W. W. HILL, Northern States Power 
Co., Minneapolis, Minn. 

H. B. HUEBER, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. R. JOHNSTON, West Penn Power 
Co., Pittsburgh, Pa. 

E. P. KNAPP, Potomac Electric Power 
Co., Washington, D. C. 


and 


September, 1955 


F. L. MULLETT, Boston Edison Co., 
Boston, Mass. 

F. U. NAYLOR, Pacific Gas and Electric 
Co., San Francisco, Calif. 

L. E. PIERRON, Commonwealth Edison 
Co., Chicago, IIl. 

R. T. ScHAtTz, The Washington Water 
Power Co., Spokane, Wash. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kans. 

E. M. SELFE, The Detroit Edison Co., 
Detroit, Mich. 

M. W. Stusss, Carolina Power & Light 
Co., Raleigh, N. C. 

O. J. VOSBRINK, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. E. WALDO, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 
G. A. WiLson, Public Service Electric 

and Gas Co., Newark, N. J. 
M. G. WuEsT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 


Customer Relations Committee 


Chairman, H. F. MARTIN, Long Island 
Lighting Co., Mineola, N. Y. 

Vice Chairman, J. W. KEHOE, Common- 
wealth Edison Co., Chicago, III. 


C. J. BERNER, Wisconsin 
Power Co., Milwaukee, Wis. 

R. W. Brown, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

R. D. Davis, The Ohio Power Co., 
Newark, Ohio. 

J. F. EHLEN, Central Illinois Light 
Co., Peoria, Ill. 

D. D. Ferry, Union Electric Co. of 
Missouri, St. Louis, Mo. 

H. R. FLANEGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. A. GALVIN, Boston Edison Co., Bos- 
ton, Mass. 

A. E. GERLAUGH, The Dayton Power 
and Light Co., Dayton, Ohio. 

R. L. HAYDEN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. J. HAYWARD, Consolidated Edison 
Co. of New York, Inc., New York, 
see 

W. W. HILL, Northern States Power 
Co., Minneapolis, Minn. 

K. R. HINCKLEY, Houston Lighting & 
Power Co., Houston, Texas. 

KIMBALL JACK, The Washington 
Water Power Co., Spokane, Wash. 

M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

C. E. LEwIs, JR., Kansas City Power & 
Light Co., Kansas City, Mo. 

J. R. Lintz, Kentucky Utilities Co., 
Lexington, Ky. 

T. J. PETERSON, The Detroit Edison 
Co., Detroit, Mich. 

H. R. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 


Electric 
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F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

GLENN Ray, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

J. G. Ross, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

C. T. SHocH, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. V. SOISSON, West Penn Power Co., 
Washington, Pa. 

LOUIS STOECKER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

H. E. WELSH, Southern California 
Edison Co., Los Angeles, Calif. 

J. B. WHITE, JR., Duquesne Light Co., 
Pittsburgh, Pa. 


GENERAL ACTIVITIES GROUP 


Coordinator, C. T. DWIGHT, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 


Depreciation Accounting 
Committee 


Chairman, PAUL K. READ, New York 
State Electric & Gas Corp., Ithaca, 
Nu dy. 

Vice Chairman, O. E. SMITH, Balti- 
more Gas and Electric Co., Balti- 
more, Md. 


C. P. ALLMAN, The Detroit Edison Co., 
Detroit, Mich. 

T. L. BERRY, The Connecticut Light & 
Power Co., Berlin, Conn. 

A. J. BRODTMANN, New Orleans Public 
Service Inc., New Orleans, La. 

W. H. CAUNT JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. D. Davis, The Metroit Edison Co., 
Detroit, Mich. 

WETMORE DAWES, Commonwealth Ser- 
vices, Inc., New York, N. Y. 

F. E. DRAPALIK, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. R. GARDNER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

ALFRED GRUHL, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J.G. HowArRD, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

J. W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa. 

P. H. JEYNES, Public Service Electric 
and Gas Co., Newark, N. J. 

A. H. KuHN, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

E. A. Lapp, Ohio Edison Co., Akron, 
Ohio. 
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G. T. LOGAN, Philadelphia Electric Co., 
Philadelphia, Pa. 

J. B. MADIGAN, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

A. R. MoRGAN, JR., Southern Services, 
Inc., Birmingham, Ala. 

B. A. MorsE, Southern California Edi- 
son Co., Los Angeles, Calif. 

H. E. MorTIMER, Gulf States Utilities 
Co., Beaumont, Texas. 

W. J. NoIcoT, West Penn Power Co., 
Pittsburgh, Pa. 

L. C. PURSELL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. REILLY, Ebasco Services Inc., 
New York, N. Y. 

C. N. RICE, JR., Northern States Power 
Co., Minneapolis, Minn. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. D. RoTH, Duquesne Light Co., Pitts- 
burgh, Pa. 

F. V. SIMPSON, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. P. TYRRELL, Boston Edison Co., Bos- 
ton, Mass. 

S. E. WERTHEIM, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

H. R. WHITON, Virginia Electric and 
Power Co., Richmond, Va. 

J. H. WILEY, Idaho Power Co., Boise, 
Idaho. 

R. G. ZINCKGRAF, Consolidated Edison 
Co. of New York, Inc., New York, 
N.. . 


General Accounting Committee 


Chairman, R. J. PLOURDE, The Detroit 
Edison Co., Detroit, Mich. 

Vice Chairman, A. T. EMMONS, West 
Penn Power Co., Pittsburgh, Pa. 


A. L. ADAMS, Monongahela Power Co., 
Fairmont, W. Va. 

N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. H. BARTLEY, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 
R. F. BoLDING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
T. P. Bootu, Long Island Lighting 
Co., Mineola, N. Y. 

C. E. Brockway, Potomac Electric 
Power Co., Washington, D. C. 

J. P. BROMLEY, Consumers Power Co., 
Jackson, Mich. 

A. L. BURGESS, Northern States Power 
Co., Minneapolis, Minn. 

A. L. CLARK, Virginia Electric and 
Power Co., Richmond, Va. 

WETMORE DAWES, Commonwealth Ser- 
vices, Inc., New York, N. Y. 
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C. H. DEWITT, Duquesne Light Co., 
Pittsburgh, Pa. 

M. J. DOAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

C. T. DWIGHT, The Hartford Electric 
Light Co., Hartford, Conn. 

F. C. EGGERSTEDT, JR., Long Island 
Lighting Co., Mineola, N. Y. 

H. R. Fapum, The United Illuminating 
Co., New Haven, Conn. 

J. F. FARLEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

H. C. FLEcK, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

P. H. GADSDEN, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. M. GAMBLE, Delaware Power & 
Light Co., Wilmington, Del. 

C. A. GORANSON, The Connecticut 
Light & Power Co., Hartford, Conn. 

S. T. GRADY, Georgia Power Co., At- 
lanta, Ga. 

W. E. GRINTER, Consumers Power Co., 
Jackson, Mich. 

M. W. HALL, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas. 

A. W. HATCH, Ebasco Services Inc., 
New York, N. Y. 

W. L. HOWENSTINE, Potomac Electric 
Power Co., Washington, D. C. 

M. M. ILcH, Idaho Power Co., Boise, 
Idaho. 

G. F. JONES, Potomac Electric Power 
Co., Washington, D. C. 

R. M. KELMON, Boston Edison Co., 
Boston, Mass. 

ALLEN KENYON, The West Penn Elec- 
tric Co., Inc., New York, N. Y. 

R. C. Kip, Atlantic City Electric Co., 
Atlantic City, N. J. 

J. A. KNEPPER, Duquesne Light Co., 
Pittsburgh, Pa. 

J. A. KNOTT, Duquesne Light Co., 
Pittsburgh, Pa. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

J. J. LEARY, Boston Edison Co., Bos- 
ton, Mass. 

R. O. LINVILLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

K. P. Locke, The Detroit Edison Ce. 
Detroit, Mich. 

J. A. McCartuy, The Detroit Edison 
Co., Detroit, Mich. 

C. F. MILus, Philadelphia Electric Co., 
Philadelphia, Pa. 

C. M. Monson, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. S. Moore, Public Service Co. of 
New Hampshire, Manchester, N. H. 

H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
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K. R. OstEK, Union Electric Co. of 
Missouri, St. Louis, Mo. 

S. D. Pitzer, Central Illinois Public 
Service Co., Springfield, Ill. 

P. J. Potts, Union Electric Co. of 
Missouri, St. Louis, Mo. 

T. R. SALM, Pacific Gas and Electric 
Co., San Francisco, Calif. 

B. H. SHERRY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. R. St. BERNARD, The Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio. 

J. R. WATSON, The Detroit Edison Co., 
Detroit, Mich. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

D. C. WELFARE, The Detroit Edison 
Co., Detroit, Mich. 

J. P. WILLIAMSON, The Toledo Edison 
Co., Toledo, Ohio. 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 
W. C. YOUNG, Public Service Electric 

and Gas Co., Newark, N. J. 


Internal Auditing Committee 


Chairman, BIRON GANSER, Philadel- 
phia Electric Co., Philadelphia, Pa. 

Vice Chairman, RAY TATE, Kansas Gas 
and Electric Co., Wichita, Kan. 


B. L. ALLEY, Boston Edison Co., Bos- 
ton, Mass. 

K. S. ANDERSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

F. E. ATKINSON, Arkansas - Missouri 
Power Co., Blytheville, Ark. 
H. W. BARNES, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
G..G. BECHER, The Dayton Power and 
Light Co., Dayton, Ohio. 

C. B. BRADSHAW, Southern California 
Edison Co., Los Angeles, Calif. 

L. D. BruMIT, Florida Power Corp., 
St. Petersburg, Fla. 

C. R. COLLYER, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. J. COOKE, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

W. W. Crow, Wisconsin Electric Power 
Co., Milwaukee, Wis. 

D. J. DAWSON, Boston Edison 
Boston, Mass. 

H. C. ENAS, Texas Electric Service 
Co., Fort Worth, Texas. 

N. L. KENNEDY, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

J. D. LANG, Duquesne Light Co., Pitts- 
burgh, Pa. 

R. F. MILLER, Northern States Power 
Co., Eau Claire, Wis. 

T. J. Muck, Duquesne Light Co., Pitts- 
burgh, Pa. 


Co., 
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C. J. NICHOLS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

L. G. PARK, Portland General Electric 
Co., Portland, Ore. 

E. J. RosAzzA, The United Illuminat- 
ing Co., New Haven, Conn. 

A. I. RussAK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

S. E. SANTOS, New York State Elec- 
tric & Gas Corp., Ithaca, N. ¥. 

J. B. ScumipD, Long Island Lighting 
Co., Mineola, N. Y. 

G. A. SPENCER, Virginia Electric and 
Power Co., Richmond, Va. 

ANTON STEVEN, West Penn Power Co., 
Pittsburgh, Pa. 

H. R. SYMEs, The Detroit Edison Co., 
Detroit, Mich. 

R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 


Plant Accounting and Property 
Records Committee 


Chairman, M. B. ROMEISER, Niagara 
Mohawk Power Corp., Syracuse, 
NN. . 

Vice Chairman, A. C. HERRON, Florida 
Power Corp., St. Petersburg, Fla. 


D. J. BEAUDET, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
A. J. BRODTMANN, New Orleans Pub- 
lic Service Inc., New Orleans, La. 
G. A. BROWNMILLER, The Connecticut 
Light & Power Co., Berlin, Conn. 
H. T. BUCHANAN, Carolina Power & 
Light Co., Raleigh, N. C. 

L. W. BuRNS, Northern States Power 
Co., Minneapolis, Minn. 

S. H. Capy, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. C. CRAVENS, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. W. DUNGAN, The Toledo Edison Co., 
Toledo, Ohio. 

H. L. FRENCH, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 


A. W. GARREN, Ohio Edison Co., Ak- 


ron, Ohio. 

W. H. GIFFoRD, Potomac Electrie 
Power Co., Washington, D. C. 

E. G. HALL, JR., West Penn 
Co., Pittsburgh, Pa. 

JOHN HANNA, Public Service Electric 
and Gas Co., Newark, N. J. 

G. M. HEss, Pennsylvania Electric Co., 
Johnstown, Pa. 

P. D. JOHNSON, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

P. W. KELLY, Boston Edison Co., Bos- 
ton, Mass. 

C. W. KELSEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 


Power 
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H. H. KLOCKENBRINK, Union Electric 
Co. of Missouri, St. Louis, Mo. 

J. F. KRuSZKA, Central Illinois Public 
Service Co., Springfield, Ill. 

S. S. NEwcomB, The United Illuminat- 
ing Co., New Haven, Conn. 
F. T. NOONAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
G. F. OEHMKE, The Detroit Edison 
Co., Detroit, Mich. 

R. T. PENTECOST, Georgia Power Co., 
Atlanta, Ga. 

C. E. PuLLuM, Alabama Power Co., 
Birmingham, Ala. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 

F. W. Ross, Pennsylvania Power & 
Light Co., Allentown, Pa. 

M. L. RUGLESS, Southern California 
Edison Co., Los Angeles, Calif. 

W. M. SELLERS, Virginia Electric and 
Power Co., Richmond, Va. 

R. S. SPENCER, Western Massachusetts 
Electric Co., Springfield, Mass. 

J. L. SUNDAY, Philadelphia Electric 
Co., Philadelphia, Pa. 


Taxation Accounting Committee 


Chairman, HENRY M. HosBson, Public 
Service Electric and Gas Co., New- 
ark, N. J. 

Vice Chairman, R. J. VAN Ess, Con- 
sumers Power Co., Jackson, Mich. 


W.S. ALT, Union Electric Co. of Mis- 
souri, St. Louis, Mo. 

E. M. BARRETT, Long Island Lighting 
Co., Mineola, N. Y. 

A. V. BOETTICHER, Middle West Ser- 
vice Co., Chicago, IIl. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. D. BRuUMIT, Florida Power Corp., 
St. Petersburg, Fla. 

W. G. CHRISTIE, General Public Utili- 
ties Corp., New York, N. Y. 

A. M. CLEMENT, Virginia Electric and 
Power Co., Richmond, Va. 

G. J. COVALT, The West Penn Electric 
Co., Inc., New York, N. Y. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. G. DERNBERGER, American Gas and 
Electric Service Corp., New York, 
NY. 

R. M. Dopps, Ebasco Services Inc., 
New York, N. Y. 

P. W. EPPERLEIN, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

T. J. FLANAGAN, New England Power 
Service Co., Boston, Mass. 

C. E. GLEASON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
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W. E. Gray, Kentucky Utilities Co., 
Lexington, Ky. 

J. F. HALTEMAN, Ohio Edison Co., 
Akron, Ohio. 

J. M. HARKINS, Duquesne Light Co., 
Pittsburgh, Pa. 

R. A. HEIMANN, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

T. W. HOLLAND, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

T. F. HOLTHAM, New York State 
Electric & Gas Corp., Ithaca, N. Y. 

H. S. HowarD, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

A. G. MAIHOFER, The Detroit Edison 
Co., Detroit, Mich. 

J. B. MARBURGER, West Penn Power 
Co., Pittsburgh, Pa. 

R. E. McCormick, The Dayton Power 
and Light Co., Dayton, Ohio. 


A. C. MCMENIMEN, Boston Edison Co., 
3oston, Mass. 


COMMERCIAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, O. R. DOERR, Pacific Gas 
and Electric Co., San Francisco, 
Calif. 

Vice Chairman, H. H. BRENAN, Penn- 
sylvania Power & Light Co., Allen- 
town, Pa. 

Vice Chairman, R. W. Butts, Ohio 
Edison Co., Akron, Ohio 

Vice Chairman, B. S. Moss, Georgia 
Power Co., Atlanta, Ga. 

Vice Chairman, F. C. PEsvEyc, Public 
Service Electric and Gas Co., New- 
ark, N. J. 

Vice Chairman, G. S. YOUNG, Kansas 
City Power & Light Co., Kansas 
City, Mo. 


M. C. ALBRITTAIN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. S. BARTLETT, Potomac Electric 
Power Co., Washington, D. C. 

C. T. BREMICKER, Northern States 
Power Co., Minneapolis, Minn. 

P. D. Brooks, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

F. A. CoMPTON, The Detroit Edison 
Co., Detroit, Mich. 

B. M. Davis, Mississippi Power & 
Light Co., Jackson, Miss. 

D. M. DEBarD, Stone & Webster Ser- 

vice Corp., New York, N. Y. 
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L. H. MITCHELL, Delaware Power & 
Light Co., Wilmington, Del. 

R. C. Moore, Potomac Electric Power 
Co., Washington, D. C. 

W. R. MorRAN, The Toledo Edison Co., 
Toledo, Ohio. 

A. R. Moss, The Potomac Edison Co., 
Frederick, Md. 

T. F. O’BRIEN, Ebasco Services Inc., 
New York, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

W. L. PAYNE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. G. REESE, Houston Lighting & 
Power Co., Houston, Texas. 

G. E. RICHARD, Gulf States Utilities 
Co., Beaumont, Texas. 

D. P. ROBERTS, Public Service Co. of 
Colorado, Denver, Colo. 


E. J. Rook, Iowa-Illinois Gas and Elec- 
tric Co., Davenport, Iowa. 


Commercial Division 


H. E. DEXTER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio 

F. I. FAIRMAN, Kentucky Utilities Co., 
Lexington, Ky. 

T. B. FERGUSON, Texas Power & Light 
Co., Dallas, Texas 

T. D. FULFORD, Virginia Electric and 
Power Co., Richmond, Va. 

J. R. HARTMAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

G. N. HAWLEY, Southern California 
Edison Co., Los Angeles, Calif. 

R. C. HIENTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

KIMBALL JACK, The Washington Water 
Power Co., Spokane, Wash. 

C. P. JOHNSON, Puget Sound Power & 
Light Co., Seattle, Wash. 

C. D. LAWRENCE, New England Power 
Service Co., Boston, Mass. 
A. T. LITTLEFIELD, Central 

Power Co., Augusta, Maine 

T. O. McQuISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

C. W. MEYTROTT, Consolidated Edison 
Co. of New York, Inc., New York, 
M2. 

C. A. MULLIGAN, Consumers Power 
Co., Jackson, Mich. 

V. J. OUELLETTE, The Hartford Elec- 

tric Light Co., Hartford, Conn. 


Maine 
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C. B. Rosser, Kansas City Power & 
Light Co., Kansas City, Mo. 

C. F. SCHOENEBAUM, Ebasco Services 
Inc., New York, N. Y. 

L. F. SCHOLLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

L. E. SLADE, Iowa Power and Light Co., 
Des Moines, Iowa. 

L. J. STROMBERG, Northern States 
Power Co., Minneapolis, Minn. 

D. J. TREGO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. R. WEGER, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

G. H. WIER, Commonwealth Edison 
Co., Chicago, III. 

J. E. WILLIAMS, Cambridge Electric 
Light Co., Cambridge, Mass. 

L. E. WoRLEY, Southern Services, Inc., 
Birmingham, Ala. 

C. E. York, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 


G. W. OUSLER, Duquesne Light Co., 
Pittsburgh, Pa. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

RALPH RAYMOND, Commonwealth Edi- 
son Co., Chicago, Ill. 

HARRY RESTOSKI, West Penn Power 
Co., Pittsburgh, Pa. 

W. T. RICHARDS, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

J. T. SCHILLING, Iowa Power and 
Light Co., Des Moines, Iowa 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

M. E. SKINNER, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. M. STEDMAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

H. P.: J. STEINMETZ, Public Service 
Electric and Gas Co., Newark, N. J. 

R. H. STRATTON, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. A. StRouD, Monongahela Power Co., 
Fairmont, W. Va. 

J. B. Taytor, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. P. WAGNER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

D. E. WASHBURN, Boston Edison Co., 

Boston, Mass. 
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G. E. WHITWELL, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

DON WILLIis, Arizona Public Service 
Co., Phoenix, Ariz. 

E. A. WILSON, Alabama Power Co., 
Birmingham, Ala. 


COMMERCIAL SALES GROUP 


Chairman, R. W. BUTTS, Ohio Edison 
Co., Akron, Ohio. 


Commercial Cooking and Water 
Heating Committee 


Chairman, ALEX R. HAMPSEY, JR., 
Duquesne Light Co., Pittsburgh, Pa. 


C. E. ANDERSON, Virginia Electric 
and Power Co., Richmond, Va. 

J. L. BEAVER, Metropolitan Edison 
Co., Reading, Pa. 

D. S. BENNETT, Worcester County 
Electric Co., Worcester, Mass. 

H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 

G. W. BRITTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

A. C. BRODEUR, JR., Western Massa- 


chusetts Electric Co., Springfield, 
Mass. 
L. T. CALE, Alabama Power Co., 


Birmingham, Ala. 

H. E. CARNEY, The Toledo Edison Co., 
Toledo, Ohio. 

S. 8S. Cox, The Detroit Edison Co., De- 
troit, Mich. 

A. R. CUMMING, The United Illumi- 
nating Co., New Haven, Conn. 

R. T. LAYFIELD, Georgia Power Co., 
Atlanta, Ga. 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

J. C. NEWHOUSE, Northern States 
Power Co., Minneapolis, Minn. 

I. E. PieRcE, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

R. C. PFLUG, Wisconsin Power and 
Light Co., Madison, Wis. 

B. E. PLOWMAN, The Washington Wa- 
ter Power Co., Spokane, Wash. 

F. G. SMITH, Mississippi Power & 
Light Co., Jackson, Miss. 

C. E. SPEROW, Ohio Edison Co., Akron, 
Ohio. 

E. P. WERLEY, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. C. ZpILER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 
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Commercial Electric Space Heating 
and Air Conditioning Committee 


Chairman, R. I. BULL, The Ohio Power 
Co., Canton, Ohio. 


L. E. BuapEes, Arkansas Power & 
Light Co., Little Rock, Ark. 

Ross BrRowN, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

C. F. ConTols, Gulf States Utilities 
Co., Beaumont, Texas. 

C. H. Curry, Monongahela Power Co., 
Fairmont, W. Va. 
I. C. Dixon, Atlantic City 
Co., Atlantic City, N. J. 
R. J. DuriE, The Hartford Electric 
Light Co., Hartford, Conn. 

E. B. HASKELL, The United Illuminat- 
ing Co., New Haven, Conn. 

>. H. HENRICHS, Southern California 
Edison Co., Los Angeles, Calif. 

G. D. LEACH, JR., Tampa Electric Co., 
Tampa, Fla. 

G. W. McCELHANEY, Ohio Edison Co., 
Akron, Ohio. 

HUGH ROBERTS, Alabama Power Co., 
Birmingham, Ala. 

S. S. SANSBURY, Union Electric Co. 
of Missouri, St. Louis, Mo. 

T. L. SHARKEY, Ebasco Services Inc., 
New York, N. Y. 

L. R. WEAVER, Philadelphia Electric 
Co., Philadelphia, Pa. 


Electric 


ee 


Commercial Lighting Committee 


Chairman, H. R. JONES, West 
Power Co., Pittsburgh, Pa. 


Penn 


T. M. Barr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

R. K. BEAR, Kansas Gas and Electric 
Co., Wichita, Kans. 

J. W. BIGLEY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

W. L. 
New York, N. Y. 

J. L. CAMPBELL, New Orleans Public 
Service Inc., New Orleans, La. 

E. M. CHELLEW, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

H. L. CUSHING, Appalachian Electric 
Power Co., Roanoke, Va. 

W. P. GRAHAM, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. F. GUNTHER, Consolidated Edison 
Co. of New York, Inc., New York, 
Ri. ¥: 

WAYNE KUNDE, Duquesne Light Co., 
Pittsburgh, Pa. 

H. A. LAWRENCE, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 


BYRNE, Ebasco Services Inc., 
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S. F. MACLEAN, The United Ilumi- 
nating Co., New Haven, Conn. 

W. P. McPHERSON, Carolina Power & 
Light Co., Raleigh, N. C. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

L. E. TAYLER, The Detroit Edison Co., 
Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. S. WALSH, Pacific Gas and Electric 
Co., San Francisco, Calif. 


Market Development and Electrical 
Applications Committee 


Chairman, CHARLES E. BORDERS, In- 
dianapolis Power & Light Co., In- 
dianapolis, Ind. 


D. S. BEAN, Philadelphia Electric Co., 
Philadelphia, Pa. 

C. G. CurTIS, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

PAUL GIBSON, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. T. HESTER, Potomac Electric 
Power Co., Washington, D. C. 

PARKER LOWELL, Minnesota Power & 
Light Co., Duluth, Minn. 

V. J. OUELLETTE, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
H. M. WALNE, Dallas Power & Light 

Co., Dallas, Texas. 
R. M. Woop, Middle West Service Co., 
Chicago, IIl. 


FARM GROUP 


Group Chairman, Bub S. Moss, Geor- 
gia Power Co., Atlanta, Ga. 


Agricultural Development 
Committee 

Chairman, J. L. COPEMAN, Mononga- 
hela Power Co., Fairmont, W. Va. 

W. A. BODWELL, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

R. K. DERRY, Ohio Power Co., Canton, 
Ohio. 

E. J. GILDEHAUS, Union Electric Co. 
of Missouri, St. Louis, Mo. 

OscaR HAAG, Northwestern 
Service Co,, Huron, S. D. 

R. M. KIRKBRIDE, Ohio Edison Co., 
Akron, Ohio. 

Ross MAuNEY, Arkansas Power & 
Light Co., Little Rock, Ark. 

L. W. McCoNNELL, Indiana & Michi- 
gan Electric Co., Fort Wayne, Ind. 

A. J. RuHopES, Louisiana Power & 
Light Co., New Orleans, La. 


Public 
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H. O. ROBERTS, JR., Central Power 
and Light Co., Corpus Christi, 
Texas. 

A. E. SCHWARZ, Ebasco Services Inc., 
New York, N. Y. 

BURWELL SMITH, Carolina Power & 
Light Co., Asheville, N. C. 

P. W. SmiTH, Virginia Electric and 
Power Co., Richmond, Va. 

W. C. WARNER, Baltimore Gas and 
Electric Co., Baltimore, Md. 


Farm Sales Promotion Committee 


Chairman, P. R. SCHEPERS, Consum- 
ers Power Co., Jackson, Mich. 


L. O. BRADSHAW, Mississippi Power 
& Light Co., Jackson, Miss. 

J. C. CAHILL, The Detroit Edison Co., 
Detroit, Mich. 

L. B. CARNEY, Niagara Mohawk 
Power Corp., Albany, N. Y. 

C. F. CHUNGLO, Western Massachu- 
setts Electric Co., Springfield, Mass. 

A. S. GILBERT, Idaho Power Co., 
Boise, Idaho. 

L. H. HAMMOND, New York State 
Electric & Gas Corp., Binghamton, 
i Se 

DELAMAR HOLT, Utah Power & Light 
Co., Salt Lake City, Utah. 

W. D. HOWELL, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. T. JONES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

E. A. PALMBERG, The Kansas Power 
and Light Co., Topeka, Kans. 

W. E. SAWDON, Delaware Power & 
Light Co., Wilmington, Del. 

R. R. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

M. O. WHITHED, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

D. G. WOMELDORFF, Commonwealth 
Edison Co., Chicago, Iil. 


Farm Utilization Committee 


Chairman, M. B. PENN, Alabama 
Power Co., Birmingham, Ala. 


W. T. ACKERMAN, The Connecticut 
Light & Power Co., Berlin, Conn. 
RIcH BAKES, The Washington Water 
Power Co., Spokane, Wash. 

H. F. BarTON, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

D. L. GARBER, The Dayton Power and 
Light Co., Dayton, Ohio. 

H. M. Gipps, Texas Power & Light 
Co., Dallas, Texas. 

R. G. HARvEY, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 
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E. R. HEACOCK, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

T. F. HILDEBRAND, American Gas and 
Electric Service Corp., New York, 
Ni. YX. 

J. W. HOLT, Long Island Lighting Co., 
Riverhead, N. Y. 

W. B. KENNEDY, Central Illinois Light 
Co., Peoria, Ill. 

VIRGIL MARVIN, The Toledo Edison 
Co., Toledo, Ohio. 

R. E. MONINGER, Public Service Co. 
of Colorado, Denver, Colo. 

E. R. MurpuHy, Kentucky Utilities 
Co., Lexington, Ky. 

L. S. SINGLEY, West Penn Power Co., 
Pittsburgh, Pa. 

J. S. WEBB, Philadelphia Electric Co., 
Philadelphia, Pa. 


Rural Youth Committee 
Chairman, LAMOYNE GOODWIN, Gulf 


States Utilities Co., Beaumont, 
Texas. 


F. R. BAILEY, Central Maine Power 
Co., Augusta, Maine. 

C. A. BRADFORD, Public Service of 
Oklahoma, Tulsa, Okla. 

JOHN FOLKS, Florida Power Corp., 
St. Petersburg, Fla. 

J. M. GOODMAN, South Carolina Elec- 
tric & Gas Co., Denmark, S. C. 

A. H. Gray, JR., Southwestern Gas 
and Electric Co., Shreveport, La. 

W. C. Hocc, Narragansett Electric 
Co., Providence, R. I. 

M. H. Lioyp, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

J. B. NELSON, Interstate Power Co., 
Alkert Lea, Minn. 

F. L. RIMBACH, New England Power 
Service Co., Clinton, Mass. 

E. G. SCHIESL, Southern Colorado 
Power Co., Pueblo, Colo. 

G. H. SULLIVAN, Southern California 
Edison Co., Los Angeles, Calif. 

A. J. VON BurG, Wisconsin Power and 
Light Co., Madison, Wis. 

ODIN WILHELMY, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio. 


INDUSTRIAL POWER AND 
HEATING GROUP 


Group Chairman, G. S. YOUNG, Kansas 
City Power & Light Co., Kansas 
City, Mo. 


Competitive Service Committee 

Chairman, H. W. MEMMOTT, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 
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W. R. ANKROM, The Ohio Power Co., 
Canton, Ohio 

J. H. GuMzZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

T. D. HoskKINs, Louisiana Power & 
Light Co., New Orleans, La. 

C. R. HUFFMAN, Monongahela Power 
Co., Fairmont, W. Va. 

R. R. JOHNSON, Duquesne Light Co., 
Pittsburgh, Pa. 

L. F,. KIELSMEIER, Ohio Edison Co., 
Akron, Ohio 

H. C. LEVols, Gulf States Utilities 
Co., Beaumont, Texas. 

W. P. LYMAN, Carolina Power & 
Light Co., Raleigh, N. C. 

C. L. WILSON, El Paso Electric Co., 
El Paso, Texas. 


General Power and Heating 
Committee 
Chairman, P. W. McCorMIck, Union 
Electric Co. of Missouri, St. Louis, 
Mo. 


W. G. ADAMS, Central Illinois Public 
Service Co., Springfield, Il. 

J. H. AHRENS, The Hartford Electric 
Light Co., Hartford, Conn. 

B. R. ASKEW, Georgia Power Co., 
Atlanta, Ga. 

R. W. BASCHNAGEL, Rochester Gas 
and Electric Corp., Rochester, N. Y. 

G. R. Buack, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. B. CAMPBELL, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

F. F. DICKMANN, West Penn Power 
Co., Pittsburgh, Pa. 

3. B. DRAGSTREM, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

P. W. EMLER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

L. P. Fries, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

H. C. GAUSE, Alabama Power Co., 
Birmingham, Ala. 

L. C. Ror, Atlantic City Electric Co., 
Atlantie City, N. J. 

C. J. SODERGREN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. D. SPILLMAN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

C. H. L. THOMPSON, The Toledo Edi- 
son Co., Toledo, Ohio. 

R. W. WYMAN, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 


Industrial Sales Methods and 
Development Committee 
Chairman, F. E. WIATT, The Cincin- 
nati Gas & Electric Co., Cincinnati, 

Ohio. 
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G. M. ALLEN, The Detroit Edison Co., 
Detroit, Mich. 

J. H. CoATES, Ebasco Services Inc., 
New York, N. Y. 

S. F. DIFFENDERFER, Pennsylvania 
Power & Light Co., Allentown, Pa. 

J. B. ELLSWORTH, Boston Edison Co., 
Boston, Mass. 

F. R. KNipp, The Dayton Power and 
Light Co., Dayton, Ohio. 

S. A. MooRE, Public Service Electric 
and Gas Co., Newark, N. J. 

J. F. MorRTON, New Orleans Public 
Service Inc., New Orleans, La. 

C. H. PurDy, Consumers Power Co., 
Jackson, Mich. 

T. L. VAN LAW, Southern California 
Edison Co., Los Angeles, Calif. 

W. D. WILKINSON, New England 
Power Service Co., Boston, Mass. 


RESIDENTIAL GROUP 


Group Chairman, H. H. BRENAN, 
Pennsylvania Power & Light Co., 
Allentown, Pa. 


Dealer Coordination Committee 


Chairman, J. R. WATERS, Mononga- 
hela Power Co., Fairmont, W. Va. 


C. W. AILSTOCK, Florida Power Corp., 
St. Petersburg, Fla. 

A. A. ARONSON, Northern States 
Power Co., Minneapolis, Minn. 

E. N. AVEGNO, New Orleans Public 
Service Inc., New Orleans, La. 

J. J. BarRy, Boston Edison Co., Bos- 
ton, Mass. 

W. S. Bascom, Union Electric Co. of 
Missouri, St. Louis, Mo. 

PAUL BAUMBLATT, The Letroit Edi- 
son Co., Detroit, Mich. 

C. A. Byron, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. S. CHAPPELLE, Georgia Power Co., 
Atlanta, Ga. 

F. T. ELLENBERG, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

R. W. GRAHAM, Alabama Power Co., 
Birmingham, Ala. 

J. M. HOLLINGSWORTH, Iowa-lIllinois 
Gas and Electric Co., Davenport, 
Iowa. 

C. L. KNAPPE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

L. L. Koontz, Appalachian Electric 
Power Co., Roanoke, Va. 

W. E. LIND, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. H. MACKENZIE, JR., Niagara Mo- 
hawk Power Corp., Syracuse, N. Y. 

J. H. MULLEN, West Penn Power Co., 
Pittsburgh, Pa. 
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H. P. RISLEY, Public Service Co. of 
Colorado, Denver, Colo. 

L. H. SHAFF, Arizona Public Service 
Co., Phoenix, Ariz. 

A. J. SMALLEY, Duquesne Light Co., 
Pittsburgh, Pa. 

W. L. TAIT, Portland General Electric 
Co., Portland, Ore. 


F. E. TAYLOR, Philadelphia Electric 
Co., Philadelphia, Pa. 
P. E. THOMAS, Rochester Gas and 


Electric Corp., Canandaigua, N. Y. 


Home Service Committee 
Chairman, MRS. MILDRED LESSENICH, 
Wisconsin Electric Power Co., Mil- 
waukee, Wis. 


Miss ANNA BINES, Texas Electric 
Service Co., Fort Worth, Texas. 


Miss ROSAMOND CARLSON, Northern 
States Power Co., Minneapolis, 
Minn. 


MRS. GERTRUDE M. CROSTHWAIT, The 


Connecticut Light & Power Co., 
Hartford, Conn. 
Miss FRANCES R. CULLEN, Boston 


Edison Co., Boston, Mass. 
Mrs. MARIQUITA DYGERT, The Detroit 
Edison Co., Detroit, Mich. 


Mrs. MARGUERITE FENNER, Pacific 
Gas and Electric Co., San Fran- 


cisco, Calif. 
MISS JANE GRAU, Duquesne Light Co., 
Pittsburgh, Pa. 
Miss EVELYN HANSEN, Utah Power 
& Light Co., Salt Lake City, Utah. 
Miss EpDITH HITcHcocK, Alabama 
Power Co., Birmingham, Ala. 
Miss RuTH D. KRuGER, Arizona Public 
Service Co., Phoenix, Ariz. 


Miss JUDITH E. O’FLAHERTY, Phila- 


delphia Electric Co., Philadelphia, 
Fa: 
Miss ELIZABETH PARKER, Georgia 


Power Co., Atlanta, Ga. 

MIss MARGARET SCHNEIDER, Wheeling 
Electric Co., Wheeling, W. Va. 

Mtss RUTH SHANK, Union Electric 
Co. of Missouri, St. Louis, Mo. 

Mrs. LETHA M. STRONG, Kansas City 
Power & Light Co., Kansas City, 
Mo. 

Mrs. AMY THOMPSON, Florida Power 
Corp., St. Petersburg, Fla. 

Miss Mary E. TURNER, Potomac Elec- 
tric Power Co., Washington, D. C. 

MIss ELIZABETH WILLIAMS, Mononga- 
hela Power Co., Fairmont, W. Va. 


Market Research Committee 

Chairman, A. J. BAZELEY, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio. 
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R. R. CAHAL, JR., Ebasco Services 
Inc., New York, N. Y. 

J. N. ENGEL, West Penn Power Co., 
Pittsburgh, Pa. 

G. A. GRUEN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. L. Harris, Public Service Electric 
and Gas Co., Newark, N. J. 

J. W. HOUSTON, Central Power and 
Light Co., Corpus Christi, Texas. 
G. L. LAHODNY, The Detroit Edison 

Co., Detroit, Mich. 

CHARLES LANE, Virginia Electric and 
Power Co., Richmond, Va. 

D. D. LEEs, Atlantic City Electric Co., 
Atlantic City, N. J. 

R. I. MENDES, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

M. N. OATES, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

E. A. SNYDER, American Gas and 
Electric Service Corp., New York, 
N. Y. 

W. J. TREME, New Orleans Public Ser- 
vice Inc., New Orleans, La. 


Residential Lighting Committee 

Chairman, K. M. LARUE, Columbus 
and Southern Ohio Electric Co., Co- 
lumbus, Ohio. 


D. E. Bootes, The Dayton Power and 
Light Co., Dayton, Ohio. 

S. A. COXHEAD, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

R. M. DouGLaAss, Dallas Power & 
Light Co., Dallas, Texas. 

Miss STELLA M. FETZER, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio. 

W. Q. KRINGLE, Kansas Gas and Elec- 
tric Co., Wichita, Kans. 

W. G. McKin, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. J. MILLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
J. F. PARSONS, Niagara Mohawk 

Power Corp., Buffalo, N. Y. 

J.S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. A. SAHLMAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 


Residential Promotion Committee 


Chairman, ROBERT L. CoE, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 


T. G. ALLAN, West Penn Power Co., 
Pittsburgh, Pa. 

J. J. BARRY, Boston Edison Co., Bos- 
ton, Mass. 

J. F. Burt, Western Massachusetts 
Electric Co., Pittsfield, Mass. 
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H. F. Carr, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
Ni x; 

L. A. DUCKWORTH, New York State 
Electric & Gas Corp., Binghamton, 
N. 3. 

L°A. DUNN, The United Illuminating 
Co., New Haven, Conn. 

G. A. ENGLES, New Jersey Power & 
Light Co., Dover, N. J. 

E. E. GAYMAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
B. W. HANSON, Northern States 

Power Co., Minneapolis, Minn. 

R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. J. HURLEY, The Detroit Edison Co., 
Detroit, Mich. 

R. J. MALCOMSON, Commonwealth 
Edison Co., Chicago, Ill. 

F. F. McCoy, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

A. T. MILLOTT, Ebasco Services Inc., 
New York, N. Y. 

M. A. O’MALLEY, New England Power 
Service Co., Boston, Mass. 

M. A. PAULIN, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. J. POWELL, Mississippi Power & 
Light Co., Jackson, Miss. 

J. A. REED, Southwestern Gas and 
Electric Co., Shreveport, La. 

J. F. ROBERTS, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. S. C. Ross, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. H. K. SHANNAHAN, Indiana & 
Michigan Electric Co., Fort Wayne, 
Ind. 

B. F. SHIELDS, Potomac Electric 
Power Co., Washington, D. C. 

C. J. SINNOTT, New Orleans Public 
Service Inc., New Orleans, La. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J.G. SNYDER, American Gas and Elec- 
tric Service Co., New York, N. Y. 

MAx SuppuTH, Arkansas Power & 
Light Co., Little Rock, Ark. 
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O. R. WILLIAMSON, Kentucky Utilities 
Co., Lexington, Ky. 

H. J. WILSON, Georgia Power Co., At- 
lanta, Ga. 


SPECIAL SERVICE GROUP 

Group Chairman, F. C. PESVEYC, Pub- 
lic Service Electric and Gas Co., 
Newark, N. J. 


Sales Personnel and Training 
Committee 
Chairman, R. T. Mazzuccul, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 


E. T. BREWER, Public Service Electric 
and Gas Co., Newark, N. J. 

L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn. 

J.C. MELTON, Potomac Electric Power 
Co., Washington, D. C. 

H. R. NYE, Western Massachusetts 
Electric Co., Springfield, Mass. 

J. S. C. Ross, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. W. SMITH, Ebasco Services Ine., 
New York, N. Y. 

G. J. STEFFEN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. W. THOMAS, Public Service Co. of 
Colorado, Denver, Colo. 

G. W. WARNER, Consumers Power Co., 
Jackson, Mich. 


Street Lighting Committee 
Chairman, H. H. Goss, New York 
State Electric & Gas Corp., Bing- 
hamton, N. Y. 


J. D. BLYTHE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. B. Brown, JR., Boston Edison Co., 
Boston, Mass. 

H. F. CARROLL, Pennsylvania Power 
& Light Co., Allentown, Pa. 

H. F. HALL, Southern California Edi- 
son Co., Los Angeles, Calif. 

R. A. Hoce, Idaho Power Co., Boise, 
Idaho. 

R. M. Hoot, Philadelphia Electric Co., 
Philadelphia, Pa. 
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L. T. JOHNSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

G. E. KORTEN, Consumers Power Co., 
Jackson, Mich. 

L. H. LINGEMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

H. S. NONNEMAN, The Dayton Power 
and Light Co., Dayton, Ohio. 

W. A. F. PYLE, Delaware Power & 
Light Co., Wilmington, Del. 

E. L. RAYMOND, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

J. H. SHAW, Utah Power & Light Co., 
Salt Lake City, Utah. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. G. WHEELER, Northern States 
Power Co., Minneapolis, Minn. 

C. O. WooDWoRTH, Public Service Co 
of Colorado, Denver, Colo. 


Wiring and Specifications 
Committee 
Chairman, HARRY K. KELLER, Indian- 
apolis Power & Light Co., Indian- 
apolis, Ind. 


W. H. ABRAHAM, Pacific Gas and 
Electric Co., San Francisco, Calif. 

E. B. BRANT, Florida Power Corp., 
St. Petersburg, Fla. 

H. A. Brown, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

Harry DE Poy, Iowa Electric Light 
and Power Co., Cedar Rapids, Iowa. 

J. G. MCKEARIN, Western Massachu- 
setts Electric Co., Springfield, Mass. 

W. R. MILBY, The Detroit Edison Co., 
Detroit, Mich. 

R. W. NEEL, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

A. A. ROEBKE, Public Service Co. of 
Colorado, Denver, Colo. 

R. M. SMITH, Southern California 
Edison Co., Los Angeles, Calif. 

HERBERT SNEAD, The Dayton Power 
and Light Co., Dayton, Ohio. 

R. W. WILSON, Kentucky Utilities Co., 
Lexington, Ky. 








ENGINEERING DIVISION 
EXECUTIVE COMMITTEE 


Chairman, E. L. HouGH, Union Elec- 
tric Co. of Missouri, St. Louis, Mo. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 


C. J. BELLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

E. S. BuNpDy, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

W. L. CHADWICK, Southern California 
Edison Co., Los Angeles, Calif. 

P. H. CHASE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. E. Cook, Texas Power & Light Co., 
Dallas, Texas. 

EK. W. DILLARD, New England Power 
Service Co., Boston, Mass. 

J. H. FOOTE, Commonwealth Services, 
Inc., Jackson, Mich. 

C. W. FRANKLIN, Consolidated Edison 
Co. of New York, Inc., New York, 
i: ae 2 

C. T. HUGHES, The Connecticut Light 
& Power Co., Berlin, Conn. 

H. A. KAMMER, American Gas and 
Electric Service Corp., New York, 
N.Y. 

C. M. LYTLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. L. MELVIN, Ebasco Services Inc., 
New York, N. Y. 

A. L. PENNIMAN, JR., Baltimore Gas 
and Electric Co., Baltimore, Md. 

E. V SAYLES, Consumers Power Co., 
Jackson, Mich. 

E. H. SNYDER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

WARLE WILD, Commonwealth Edison 
Co., Chicago, IIl. 


ELECTRICAL EQUIPMENT 
COMMITTEE 

Chairman, C. L. DERRICK, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 

Vice Chairman, H. E. DEARDORFF, The 
Dayton Power and Light Co., Day- 
ton, Ohio. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 


J. W. ASMANN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

HARRIS BARBER, New England Power 
Service Co., Boston, Mass. 

C. E. BAUGH, Pacific Gas and Electric 
Co., San Francisco, Calif. 


Engineering Division 


OscaR BAUHAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

F. T. BEAR, Delaware Power & Light 
Co., Wilmington, Del. 

J. W. BENNETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

F. J. BeErGeR, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. F. BRACKEN, Commonwealth Edison 
Co., Chicago, IIl. 

J. S. Brown, Duquesne 
Pittsburgh, Pa. 
R. D. Brown, Monongahela 
Co., Fairmont, W. Va. 

F. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

O. E. CHARLTON, Southern Services, 
Inc., Birmingham, Ala. 

P. S. CoLBy, Carolina Power & Light 
Co., Raleigh, N. C. 

R. P. CRIPPEN, Ebasco International 
Corp., New York, N. Y. 

A. V. DEBEECH, Canadian-Brazilian 
Services, Ltd., Toronto, Canada. 

L. K. DEL’HOMME, Houston Lighting 
& Power Co., Houston, Texas. 

W. J. DEMAURIAC, Philadelphia Elec- 
tric Co., Phoenixville, Pa. 

F. L. DENNIS, Boston Edison Co., Bos- 
ton, Mass. 

E. F. DETuRK, Long Island Lighting 
Co., Mineola, N. Y. 

E. F. DISSMEYER, Ohio Edison Co., 

Akron, Ohio. 

B. DOESCHER, Northern States 

Power Co., Minneapolis, Minn. 

G. P. FALLON, Baltimore Gas and 
Electric Co., Baltimore, Md. 
J. E. FIFE, West Penn Power 

Pittsburgh, Pa. 

W. B. Fisk, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. H. FOOTE, Commonwealth Services, 
Inc., Jackson, Mich. 

A. P. FUGILL, The Detroit Edison Co., 
Detroit, Mich. 

i. R. GAMBLE, The Washington Water 
Power Co., Spokane, Wash. 

J. M. GEIGER, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

L. J. GILL, Pennsylvania 
Light Co., Hazleton, Pa. 

W. E. GUNDLACH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

V. J. HAYES, The Connecticut Light & 
Power Co., Berlin, Conn. 

H. L. HOEPPNER, Pioneer Service & 
Engineering Co., Chicago, IIl. 
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S. C. Hoover, Ohio Edison Co., Akron, 
Ohio. 

L. F. Hunt, Southern California 
Edison Co., Los Angeles, Calif. 

J. C. JONES, Pacific Power & Light 
Co., Portland, Ore. 

E. J. KARSTEN, Kansas Gas and Elec- 
tric Co., Wichita, Kans. 
F. P. Kaspar, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
J. H. KINGHORN, American Gas and 
Electric Service Corp., New York, 
Ni Y. 

H. J. KLums, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. H. LAMBERT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

J. P. Lewis, The Connecticut Power 
Co., Ilartford, Conn. 

R. G. MEYERAND, Union Electric Co. 
of Missouri, St. Louis, Mo. 

E. F. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa. 

C. A. MOLSBERRY, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

R. E. Nembic, Metropolitan Edison Co., 
Reading, Pa. 

A. J. NICHOLSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

R. M. PENNYPACKER, Philadelphia 
Electric Co., Philadelphia, Pa. 

R. E. PIERCE, Ebasco Services Inc., 
New York, N. Y. 

F. M. Porter, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

G. L. RHODES, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. ROBERTSON, Public Service Co 
of Colorado, Denver, Colo. 

J. B. Ropuck, Texas Power & Light 
Co., Dallas, Texas. 

H. F. ROEMPKE, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

R. J. SALSBURY, Duquesne Light Co. 
Pittsburgh, Pa. 

S. O. SCHAMBERGER, Niagara Mohawk 
Power Corp., Albany, N. Y. 

T. J. SCHEERER, Wisconsin Power and 
Light Co., Madison, Wis. 

’. C. R. SCHULZE, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

L. E. SMITH, The Toledo Edison Co., 
Toledo, Ohio. 

J. SPENGLER, Illinois Power Co., De- 
eatur, Ill. 

L. E. STEERE, JR., Potomac Electric 
Power Co., Washington, D. C. 

H. E. STITES, Central Illinois Public 
Service Co., Springfield, Ill. 
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J. R. Stover, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

H. T. SUTCLIFFE, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. M. TATUM, Virginia Electric and 
Power Co., Richmond, Va. 

D. W. TAYLOR, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. TOWNSEND, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. H. VIVIAN, Southern California Edi- 
son Co., Los Angeles, Calif. 

R. R. WAGSTAFF, United Engineers & 
Constructors, Inc., Philadelphia, Pa. 

K. L. WHEELER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

W. W. WISHARD, Commonwealth Edi- 
son Co., Chicago, IIl. 

R. R. WISNER, Stone & Webster Engi- 
neering Corp., Boston, Mass. 


HYDRAULIC POWER 
COMMITTEE 

Chairman, L. B. CARD, Public Service 
Co. of Colorado, Denver, Colo. 

Vice Chairman, E. S. HARRISON, 
Georgia Power Co., Atlanta, Ga. 

Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


B. B. Brown, Virginia Electric and 
Power Co., Richmond, Va. 

H. H. COCHRANE, The Montana Power 
Co., Butte, Mont. 

T. J. CORWIN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. F. CrowE, New England Power 
Service Co., Boston, Mass. 

A. V. DIENHART, Northern States 
Power Co., Minneapolis, Minn. 

R. E. FULREADER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

W. H. HERBECK, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. L. HYLAND, Western Massachusetts 
Electric Co., Springfield, Mass. 

WILLIAM JENNINGS, Utah Power & 
Light Co., Salt Lake City, Utah. 

A. T. LARNED, Ebasco Services Inc., 
New York, N. Y. 

P. M. LEFEVER, The Susquehanna 
Electric Co., Conowingo, Md. 

B. O. McCoy, Chas. T. Main, Inc., 
Boston, Mass. 

CorBETT MCLEAN, Pacific Power & 
Light Co., Portland, Ore. 

R. P. MorTELL, Puget Sound Power & 
Light Co., Seattle, Wash. 

T. C. STAVERT, Southern California 
Edison Co., Los Angeles, Calif. 

@. R. STRANDBERG, Stone & Webster 
Engineering Corp., Boston, Mass. 
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K. O. STRENGE, JR., The Washington 
Water Power Co., Spokane, Wash. 
E. B. STROWGER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co. of 
Missouri, St. Louis, Mo. 

R. A. WALTON, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. WEHNER, Pioneer Service & Engi- 
neering Co., Chicago, IIl. 

N. F. WILLIAMS, Southern Services, 
Inc., Birmingham, Ala. 

E. A. WOODHEAD, Idaho Power Co., 
Boise, Idaho. 

P. H. YELTON, California 
Power Co., Riverside, Calif. 


Electric 


METER AND SERVICE 
COMMITTEE 


Chairman, G. J. YANDA, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio. 

Vice Chairman, F. A. SALMON, Cen- 
tral Power and Light Co., Corpus 
Christi, Texas. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 


V. P. ARMOUR, Dallas Power & Light 
Co., Dallas, Texas. 

G. E. AUSTIN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. W. BERNING, Central Illinois Pub- 
lic Service Co., Springfield, Il. 

L. S. Berry, Central Illinois Electric 
and Gas Co., Rockford, Ill. 

E. J. BROWN, Atlantic City Electric 
Co., Atlantic City, N. J. 

H. A. Brown, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

S. K. BRown, Potomac Electric Power 
Co., Washington, D. C. 

J. E. BURNEY, Alabama Power Co., 
Birmingham, Ala. 

S. J. DELucA, Delaware Power & 
Light Co., Wilmington, Del. 

E. E. DIEHL, The Toledo Edison Co., 
Toledo, Ohio. 

P. A. ESCHHOLZ, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas. 

K. §. FIELD, Ebasco Services Inc., 
New York, N. Y. 

G. W. GERELL, Union Electric Co. of 
Missouri, St. Louis, Mo. 

M. M. GrRapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. M. GrRoGAN, Long Island Lighting 
Co., Hicksville, N. Y. 
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F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse N. Y. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

C. L. HocKMAN, Pennsylvania Elec- 
tric Co., Oil City, Pa. 

E. P. Hopces, Public Service Co. of 
Colorado, Denver, Colo. 

C. G. HOLLER, Mississippi Power & 
Light Co., Jackson, Miss. 

L. W. JONES, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. JORDAN, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. B. Kipp, San Diego Gas & Electric 
Co., San Diego, Calif. 

W. G. KNICKERBOCKER, The Detroit 
Edison Co., Detroit, Mich. 

W. N. LINDBLAD, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

W. D. LINDSAY, West Penn Power Co., 
Connellsville, Pa. 

J. S. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

T. E. LoOBECK, Northern States Power 
Co., Minneapolis, Minn. 

A. J. MARy, Gulf States Utilities Co., 
Beaumont, Texas. 

J. N. MAYER, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

J. J. MCFADDEN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

D. A. McNULTy, The Connecticut 
Light & Power Co., Berlin, Conn. 
H. L. MILLER, Houston Lighting & 

Power Co., Houston, Texas. 

C. V. Morey, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. A. Morris, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

V. W. NAss, Commonwealth Edison 
Co., Chicago, Ill. 

V. B. NOLAN, Florida Power & Light 
Co., Fla. 

G. A. PALMER, New England Power 
Service Co., Boston, Mass. 

T. J. PEARSON, Boston Edison Co., 
Boston, Mass. 

L. C. RAMON, JR., New Orleans Public 
Service Inc., New Orleans, La. 

A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

F. A. REDDING, Southern California 
Edison Co., Alhambra, Calif. 

G. B. M. ROBERTSON, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. Rocers, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. N. SCHWARTZ, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio. 

C. P. STAHL, Wisconsin Power and 
Light Co., Madison, Wis. 
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R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

S. B. VAUGHN, Florida Power Corp., 
St. Petersburg, Fla. 

J. R. WeEsT, Ohio Edison Co., Akron, 
Ohio 


PRIME MOVERS COMMITTEE 

Chairnian, JOHN M. DRISCOLL, Con- 
solidated Edison Co. of New York, 
Inc., New York, N. Y. 

Vice Chairman, V. L. STONE, Common- 
wealth Edison Co., Chicago, IIl. 
Secretary, E. C. Durry, Long Island 

Lighting Co., Mineola, N. Y. 


L. M. ABRAHAMSON, Wisconsin Power 
and Light Co., Madison, Wis. 

M. C. ABRAHM, New Orleans Public 
Service Inc., New Orleans, La. 

C. E. ANDERSON, New England Power 
Service Co., Boston, Mass. 

F. W. ARGUE, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

R. A. BAKER, Public Service Electric 
and Gas Co., Newark, N. J. 

J. U. BALEY, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

C. R. BARTHELEMY, Pioneer Service & 
Engineering Co., Chicago, IIl. 


W.C. BEATTIE, Consolidated Edison Co. 


of New York, Inc., New York, N. Y. 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

R. N. BENJAMIN, Georgia Power Co., 
Atlanta, Ga. 

W. D. BISSELL, Montaup Electric Co., 
Fall River, Mass. 

J. W. BLAKE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 
P. A. BLANCHARD, Utah Power & 
Light Co., Salt Lake City, Utah. 
W. W. Brown, The Detroit Edison 
Co., Detroit, Mich. 

JOHN Bruce, Southern California 
Edison Co., Los Angeles, Calif. 

J. K. BRYAN, Union Electric Co. of 
Missouri, St. Louis, Mo. 

H. T. BryAns, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. A. Byron, Texas Power & Light 
Co., Dallas, Texas. 

L. W. CADWALLADER, Potomac Electric 
Power Co., Washington, D. C. 

E. C. CAWRSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
W. L. CHADWICK, Southern California 
Edison Co., Los Angeles, Calif. 

C. W. E. CLARKE, United Engineers & 

Constructors, Inc., Philadelphia, Pa. 
L. A. Coss, Northern States Power 
Co., Minneapolis, Minn. 
T. E. CROSSAN, Virginia Electric and 
Power Co., Richmond, Va. 
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C. A. DAUBER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
M. D. DAwson, Union Electric Co. of 
Missouri, St. Louis, Mo. 

G. L. DIBBLE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

L. H. East, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. N. Ewart, Niagara Mohawk Power 

Corp., Buffalo, N. Y. 
T. FRANKENBERG, 

and Electric Service 

York, N. Y. 

E. C. GASTON, Southern Services, Inc., 
Birmingham, Ala. 
C. W. GEUE, Texas Electric 
Co., Fort Worth, Texas. 
J. E. GEUE, American Gas and Electric 
Service Corp., New York, N. Y. 
M. A. GILES, Pennsylvania Power Co.. 
New Castle, Pa. 

EUGENE GORDON, West Penn Power 
Co., Pittsburgh, Pa. 

PAUL GRAVELLE, The 
Co., Toledo, Ohio. 

W. GREACEN, 3RD, New 
Electric & Gas Corp., 
N. Y. 

F. S. HELFTER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

H. G. HIEBELER, Houston Lighting & 
Power Co., Houston, Texas. 
W. L. JACKSON, Public Service Elec- 
tric and Gas Co., Maplewood, N. J. 
J. H. JAMISON, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

W. H. JONES, Duquesne Light Co., 
Pittsburgh, Pa. 

E. A. KAMMER, American Gas and 
Electric Service Corp., New York. 
Ne Xe 
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American 
Corp., 
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Service 


Toledo Edison 


York State 
3inghamton, 


A. E. KIRSCHNER, New England 
Power Co., Boston, Mass. 
H. A. KLEINMAN, Iowa-Illinois Gds 


and Electric Co., Davenport, Iowa. 

ALF KOLFLAT, Sargent & 
Chicago, Il. 

J. G. KOOPMAN, Electric Energy, Inc., 
Joppa, Il. 

E. H. KRIEG, Stone & Webster Engi- 
neering Corp., New York, N. Y. 

W. R. LA MOTTE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. N. LANDIS, Bechtel Corp., San Fran- 
cisco, Calif. 

W. G. LAUFFER, Ebasco Services Inc., 
New York, N. Y. 

G. C. LAUGHLIN, Commonwealth Edi- 
son Co., Chicago, IIl. 


Lundy, 
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C. E. LEwis, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

F. F. MAuTzZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. H. MCCUMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

C. G. McVay, The Potomac Edison 
Co., Hagerstown, Md. 

J. W. MIKELS, Ohio Edison Co., Akron, 
Ohio. 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, Ill. 

J. G. MILLER, Metropolitan Edison Co., 
Reading, Pa. 

E. H. MitscH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

R. P. Moore, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

STANLEY MOYER, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. A. Myers, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. M. NEWMAN, Atlantic City Electric 
Co., Atlantic City, N. J. 

A. J. ORMSTON, Florida Power Corp., 
St. Petersburg, Fla. 

C. F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

R. W. PARKINSON, Commonwealth 
Services, Inc., Jackson, Mich. 

E. M. PARRISH, Duquesne Light Co., 
Pittsburgh, Pa. 

H. R. PEARSON, Iowa Power and Light 
Co., Des Moines, Iowa 

J. W. PURSSELL, Boston Edison Co., 
Boston, Mass. 

J. A. REICH, Gulf States Utilities Co., 
Beaumont, Texas. 

E. B. RIPLEY, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. M. SEAGO, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

J. C. SONNTAG, The Hartford Electric 
Light Co., Hartford, Conn. 

M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

E. D. St. JOHN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

R. S. TALTON, Carolina Power & Light 
Co., Raleigh, N. C. 

T. O. THOMPSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

C. B. VANCE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. M. VAN Duzer, The Detroit Edi- 
son Co., Detroit, Mich. 

E. S. VAN NOSTRAND, The West Penn 
Electric Co., Inc., New York, N. Y. 

W. L. VEST, Western Massachusetts 
Electric Co., Springfield, Mass. 

D. H. VOGEL, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

H. L. WALKER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 
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ver & WILLIAM WELCH, JR., Long Island T.C. DUNCAN, Consolidated Edison Co. A. G. PERGANDE, Wisconsin Electric 
Lighting Co., Mineola, N. Y. of New York, Inc., New York, N. Y. Power Co., Milwaukee, Wis. 
ectric J. D. WILLIAMSON, The Dayton Power G. L. ENGLAND, Illinois Power Co., W. C. PHILLIPS, New England Power 
and Light Co., Dayton, Ohio Decatur, III. Service Co., Boston, Mass. 
$s and A. A. WoopwarD, Public Service Co. G. A. EWALD, Public Service Electric P. V. PLUMMER, The United Illumi- 
ce of Colorado, Denver, Colo. and Gas Co., Newark, N. J. nating Co., New Haven, Conn. 
dison W. H. FErErRRIS, Wisconsin Power and M. H. POWELL, Public Service Co. of 
Light Co., Madison, Wis. Colorado, Denver, Colo. 
\kron, TRANSMISSION AND J. E. GOODWIN, Indianapolis Power & M.H. Pratt, Niagara Mohawk Power 
; DISTRIBUTION COMMITTEE Light Co., Indianapolis, Ind. Corp., Syracuse, N. Y. 
Public T chairman, GEORGE H. FIEDLER, Roches- H. W. Grate, The Cincinnati Gas & J. A. PULSFoRD, Public Service Elec- 
ter Gas pr Electric Corp., Roches- Electric Co., Cincinnati, Ohio. tric and Gas Co., Newark, N. J. 
n Co., ter, N. Y. A. T. GREEN, Niagara Mohawk Power A. H. RICHARDS, The Cleveland Elec- 
. Vice Chairman, W. M. PENNEY, Union Corp., Buffalo, N. Y. tric Illuminating Co., Cleveland, 
sas & Electric Co. of Missouri, St. Louis, F. G. HAMNER, Southern Services, Ohio. 
Mo. Inc., Birmingham, Ala. E. ROoTHFUS, Commonwealth Services, 
pe Secretary, C. K. POARCH, Edison Elec- D. C. HAWLEY, Kansas City Power & Inc., Jackson, Mich. 
tric Institute, New York, N. Y. Light Co., Kansas City, Mo. W. L. RusH, Louisiana Power & Light 
lectric R. Hicock, The Connecticut Light & Co., New Orleans, La. 
J. W. ANDERSON, Philadelphia Elec- Power Co., Berlin, Conn. C. H. ScHorer, Pennsylvania Power 
wer & tric Co., Philadelphia, Pa. H. F. HOEBEL, American Gas and Elec- & Light Co., Allentown, Pa. 
E. T. AUGUSTINE, Western Massachu- __ tric Service Corp., New York, N. Y. W. H. SCHWALBERT, The Toledo Edi- 
lectric setts Electric Co. Springfield, H. T. HOFER, Public Service Co. of son Co., Toledo, Ohio. 
Mass. Colorado, Denver, Colo. S. M. SHARP, Southwestern Gas and 
Corp., JoHN BANKUs, Portland General Elec- W- P- HOLBEN, Duquesne Light Co., Electric Co., Shreveport, La. 
tric Co., Portland, Ore. Pittsburgh, Pa. F. C. SHAUGHNEsSY, Consolidated 
ver & C. E. BAUGH, Pacifie Gas and Electric T. L. JARcHOW, Northern States Edison Co. of New York, Inc., New 
Co., San Francisco, Calif. Power Co., Minneapolis, Minn. York, N. Y. 
wealth V. O. BERNTHAL, Piciaceaiaiiaiaahite Eqi- W. H. JoHNsON, American Gas and _ §. J. SICKEL, Kansas Gas and Electric 
Pe son Co.. Maywood, IIl. Electric Service Corp., New York, Co., Wichita, Kans. 
it Co., .. ten Geenvis Power Co. _. = J. A. SIEGFRIED, Pennsylvania Power 
: Atlanta ie ’ W. R. JOHNSON, Pacific Gas and Elec- & Light Co., Allentown, Pa. 
Light BRYCE BRADY, Oklahoma Gas and tric Co., San Francisco, Calif. C. M. SKOOGLUND, West Penn Power 
' Electric Co., Oklahoma City, Okla. H. M. JONES, Idaho Power Co., Boise, Co., Pittsburgh, Pa. 
n Con Tt W.R. BULLARD, Ebasco Services Inc, _ Idaho. W. 0. SitH, Long Island Lighting 
New York. N. Y. R. C. Jupp, Iowa-Illinois Gas and Co., Hicksville, N. Y. 
88 COs nav BURNS, The Detroit Edison Co., Electric Co., Davenport, Iowa. H. P. STONE, The Connecticut Power 
; Detroit, Mich. A. C. KELM, Utah Power & Light Co., Co., Hartford, Conn. 
Light 7 > A. CAMPBELL, JR., Pennsylvania _ Salt Lake City, Utah. T. C. Stonz, Atlantic City Electrie 
i Power & Light Co., Hazleton, Pa, G-H. LANpIs, Central Hudson Gas & —Co., Atlantic City, N. J. 
ic Ser- Bop E. CARGILL, Gulf States Utilities Electric Corp., Poughkeepsie, N. Y. E. R. STREED, Delaware Power & 
| ; Co., Beaumont, Texas. H. L. Livincoop, New York State Light Co., Wilmington, Del. 
lectrie Ba D Caskey Commonwealth Edison Electric & Gas Corp., Binghamton, D. E. THERRELL, New Orleans Public 
Co. Chinen. Ill. ee Service Inc., New Orleans, La. 
r Co., E. N. CLARK, Pioneer Service & Engi- %- 0. Loomis, Georgia Power Co., T. D. THoMAs, Texas Power & Light 
: neering Co., Chicago, Ill. Atlanta, Ga. Co., Dallas, Texas. 
1 Elec- § i &. Copy, The Cleveland Electric + D. LoRENz, Central Ilinois Elec- D. F. TULLOCH, Boston Edison Co., 
; Hluminating Co., Cleveland, Ohio. tric and Gas Co., Rockford, IIl. Boston, Mass. 
: Light R. N. CoE. Southern California Eqi- H. MacVaueu, Philadelphia Electric W. A. UPHAM, The United Illumi- 
. son Ce tan Angeles, Calif. Co., Philadelphia, Pa. nating Co., New Haven, Conn. 
lectric Bon wy Corer, Central Illinois Public : C- MARSCHNER, The Detroit Edison CC. E. Waits, Consumers Power Co., 
Service Sa. Springfield, Ill. Co., Detroit, Mich. Jackson, Mich. 
wer & TERRELL CooNs, Potomac Electric W-J-McCLAIN, The Dayton Power and R. L. Ware, Virginia Electric and 
, ; Power Co., Washington, D. C. Light Co., Dayton, Ohio. Power Co., Richmond, Va. 
it Edt 9 oy B. COPELAND, Pacific Gas and Elec- J: F. MCLAUGHLIN, Iowa Power and W. C. WIDDOWFIELD, Niagara Mohawk 
trie Co., San Francisco, Calif. Light Co., Des Moines, Iowa. Power Corp., Albany, N. Y. 
t Penn A. B. Craic, Boston Edison Co., Bos- M- W. MCRAVEN, Houston Lighting & H. K. WILLIAMS, The Hartford Elec- 
N.Y. ton, Mass. Power Co., Houston, Texas. tric Light Co., Hartford, Conn. 
husetts § H. L. Davis, JR., Philadelphia Elec. M. MONLEZUN, New Orleans Public W. J. Witte, Baltimore Gas and Elec- 
Sg. tric Co., Philadelphia, Pa. Service Inc., New Orleans, La. tric Co., Baltimore, Md. 
uthern § W. R. Doar, Carolina Power & Light L. M. Moore, Columbus and Southern L. P. Works, Wisconsin Public Ser- 
, Ohio. Co., Raleigh, N. C. Ohio Electric Co., Columbus, Ohio. vice Corp., Green Bay, Wis. 
Gas & § R. J. Dreispacn, Ohio Edison Co., F. A. O’BRIEN, Stone & Webster Engi- H. E. YEmeE, Potomac Electric Power 
4. Akron, Ohio. neering Corp., Boston, Mass. Co., Washington, D. C. 








ACCIDENT PREVENTION 
COMMITTEE 


Chairman, RAYMOND W. WHITE, Pa- 
cific Gas and Electric Co., San Fran- 
cisco, Calif. 

Vice Chairman, I. R. DOHR, Con- 
sumers Power Co., Jackson, Mich. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, New York, N. Y. 


J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

PETER Barry, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

E. E. Beck, Idaho Power Co., Boise, 
Idaho. 

E. C. BOOKMAN, Virginia Electric and 
Power Co., Richmond, Va. 

W. C. BREMNER, Commonwealth Edi- 
son Co., Chicago, IIl. 

J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

H. G. CARTER, Puget Sound Power & 
Light Co., Seattle, Wash. 

R. M. CLARK, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. COLEMAN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

C. E. Cook, Southwestern Gas and 
Electric Co., Shreveport, La. 

C. A. CouTTs, Northern States Power 
Co., Minneapolis, Minn. 

J. C. CUNNINGHAM, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

JACK DAvIs, 
Tampa, Fla. 

J. G. DICKINSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. P. DouGLas, The Detroit Edison 
Co., Detroit, Mich. 

ERROLL DUNBAR, Potomac Electric 
Power Co., Washington, D. C. 

C. W. Eppy, California Electric Power 
Co., Riverside, Calif. 

J. C. Eac, Duquesne Light Co., Pitts- 
burgh Pa. 

G. W. FALLON, JR., Boston Edison Co., 
Boston, Mass. 

F. W. FRECKER, The Ohio Power Co., 
Canton, Ohio 

P. M. GENTZEL, Ohio Edison Co., Ak- 
ron, Ohio 

R. M. GODWIN, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. A. HAGENBUCH, Pennsylania Power 
& Light Co., Hazleton, Pa. 

C. C. HAGGARD, The California Oregon 
Power Co., Medford, Ore. 


Tampa Electric Co., 


General Committees 


C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

F. G. HARRIMAN, New England Power 
Service Co., Boston, Mass. 

H. E. HATFIELD, Georgia Power Co., 
Atlanta, Ga. 

L. P. HOFFMAN, Florida Power & 
Light Co., Miami, Fla. 

W. H. Ho.uis, Commonwealth Ser- 
vices, Inc., New York, N. Y. 

T. D. HUGHSTON, Texas Power & Light 
Co., Dallas, Texas 

E. L. IpE, The United Illuminating 
Co., Bridgeport, Conn. 

D. T. LAcEY, Central Illinois Public 
Service Co., Springfield, Ill. 

W. LEONE, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 
E. S. LicHT, New York State Electric 

& Gas Corp., Binghamton, N. Y. 

R. E. McCANN, Southern California 
Edison Co., Los Angeles, Calif. 

H. B. MCMAHAN, Florida Power Corp., 
St. Petersburg, Fla. 

J. E. McMASTER, NEGEA Service 
Corp., Cambridge, Mass. 

H. METZGER, Rockland 
Power Co., Nyack, N. Y. 

R. S. METZGER, The Toledo Edison Co., 
Toledo, Ohio 

A. J. NAQUIN, New Orleans Public 
Service Inc., New Orleans, La. 

F. D. NORBERG, Utah Power & Light 
Co., Salt Lake City, Utah 

F. E. PAYNE, The Connecticut Power 
Co., Hartford, Conn. 

R. E. PHENICIE, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

A. F. RANDOLPH, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

EVERETT RAVN, Wisconsin Power and 
Light Co., Madison, Wis. 

E. S. ROBERTSON, Long Island Light- 
ing Co., Hicksville, N. Y. 

W. T. ROGERS, Ebasco Services Inc., 
New York, N. Y. 

G. J. Ruorr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. P. SCHERER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

C. F. SHEAKLEY, West Penn Power 
Co., Pittsburgh, Pa. 

C. P. SHIREY, Gulf States Utilities Co., 
Beaumont, Texas 

J. L. SHORES, Alabama Power Co., 
Birmingham, Ala. 

J. E. SMITH, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

O. P. STAMSTAD, Union Electric Co. of 
Missouri, St. Louis, Mo. 


Light and 
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J. S. WANTLAND, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
E. H. WESSELLS, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

S. H. Younc, The Hartford Electric 
Light Co., Hartford, Conn. 


AREA DEVELOPMENT 
COMMITTEE 


Chairman, JOHN R. FREDERICK, Wis- 
consin Power and Light Co., Madi- 
son, Wis. 


W. T. ACKLEY, Ohio Edison Co., Ak- 
ron, Ohio 

R. M. ATKINS, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

A. V. K. BaBcock, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

LINCOLN BAYLIES, New England Power 
Service Co., Boston, Mass. 

H. L. BREWER, Consumers Power Co., 
Jackson, Mich. 

H. W. CARLOss, Kentucky Utilities Co., 
Lexington, Ky. 

J. H. CoATEs, Ebasco Services Inc., 
New York, N. Y. 

C. S. CRONKRIGHT, Public Service 
Electric and Gas Co., Newark, N. J. 

R. A. CUYLER, Louisiana Power & 
Light Co., New Orleans, La. 

L. L. DAvis, American Gas and Elec- 
tric Service Corp., New York; N. Y. 

T. S. DAvis, JR., Georgia Power Co., 
Atlanta, Ga. 

C. W. DEEG, Philadelphia Electric Co., 
Philadelphia, Pa. 

G. F. DEFor, The Washington Water 
Power Co., Spokane, Wash. 

D. L. DIEHL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

W. I. DOLBEARE, Virginia Electric and 
Power Co., Richmond, Va. 

H. L. DOoNALDSON, Duquesne Light 
Co., Pittsburgh, Pa. 

F. A. ELLISTON, Texas Electric Ser- 
vice Co., Fort Worth, Texas 

H. D. FELTENSTEIN, JR., Central Il- 
linois Light Co., Peoria, II. 
J. M. FRANK, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
C. J. FUHRMANN, The Dayton Power 
and Light Co., Dayton, Ohio 

J. F. GASKILL, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. H. GiEpD, Florida Power Corp., St. 
Petersburg, Fla. 
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J. H. GuMz, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. C. HANDLAN, Monongahela Power 
Co., Fairmont, W. Va. 

FREDERICK HERR, JR., Central and 
South West Corp., Chicago, Ill. 

E. M. HUBEN, Central Hudson Gas & 
Electric Corp., Kingston, N. Y. 

Ww. A. HUCKINS, Utah Power & Light 
Co., Salt Lake City, Utah 

W. J. JAMIESON, General Public Utili- 
ties Corp., New York, N. Y. 

J. E. JOHANSON, Union Electric Co. 
of Missouri, St. Louis, Mo. 

W. H. KENNEDY, JR., Arkansas Power 
& Light Co., Little Rock, Ark. 

R. P. LEE, The Connecticut Light & 
Power Co., Berlin, Conn. 

J. R. LeEsTER, Alabama Power Co., 
Birmingham, Ala. 

Vy. S. MADISON, The Detroit Edison 
Co., Detroit, Mich. 

0. C. MAYER, Idaho Power Co., Boise, 
Idaho 

S. F. McGowan, Northern States 
Power Co., Minneapolis, Minn. 

W. G. McKIE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

L. L. PETERSON, Interstate Power Co., 
Dubuque, Iowa 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

G. A. UHLMEYER, Iowa-Illinois Gas 
and Electric Co., Rock Island, Ill. 


ATOMIC POWER COMMITTEE 


Chairman, EpGAR H. DIxon, Middle 
South Utilities, Inc., New York, 
NE 


J. B. BLACK, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. L. CisLer, The Detroit Edison Co., 
Detroit, Mich. 

P. A. FLEGER, Duquesne Light Co., 
Pittsburgh, Pa. 

G. M. GapsBy, Utah Power and Light 
Co., Salt Lake City, Utah 

A. S. Kinc, Northern States Power 
Co., Minneapolis, Minn. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. W. McAFEE, Union Electric Co. of 
Missouri, St. Louis, Mo. 

C. B. McManus, The Southern Co., 
Inc., Atlanta, Ga. 

I. L. Moore, New England Electric 
System, Boston, Mass. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 


EDISON ELECTRIC INSTITUTE BULLETIN 


H. R. SEARING, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

PHILIP SPORN, American Gas 
Electric Co., New York, N. Y. 


and 


COMMITTEE ON TECHNICAL 
ASSISTANCE FOR OVERSEAS 
VISITORS 


Chairman, HARVEY BAUMGARDNER, The 
Detroit Edison Co., Detroit, Mich. 


L. H. ANDERSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio 

W. M. LEONARD, Consolidated Edison 
Co. of New York, Inc., New York, 
N:. ¥. 


ELECTRIC POWER SURVEY 
COMMITTEE 


Chairman, ARTHUR §S. GRISWOLD, The 
Detroit Edison Co., Detroit, Mich. 
Vice Chairman, CLARENCE W. MAYOTT, 
The Hartford Electric Light Co., 
Hartford, Conn. 

Secretary, CARL G. MUELLER, The De- 
troit Edison Co., Detroit, Mich. 


R. F. BROWER, Consolidated Edison 
Co. of New York, Inc., New York, 
Ni 

C. M. CuSTER, Southwest Power Pool, 
Little Rock, Ark. 

C. W. JONES, The Narragansett Elec- 
tric Co., Providence, R. I. 

H. A. Lott, Southern California Edi- 
son Co., Los Angeles, Calif. 

V. M. Marquis, American Gas and 
Electric Service Corp., New York, 
N:. ¥. 

J. E. Moore, Ebasco Services Inc., 
New York, N. Y. 

R. T. PurDy, Commonwealth Edison 
Co., Chicago, Il. 

H. J. SCHOLZ, Southern Services, Inc., 
Birmingham, Ala. 


FINANCING AND INVESTOR 
RELATIONS COMMITTEE 


Chairman, W. J. ROSE, American Gas 
and Electric Co., New York, N. Y. 
Vice Chairman, PAUL HALLINGBY, JR., 
Middle South Utilities, Inc., New 
York, N. Y. 

Secretary, A. E. Sorty, Edison Elec- 
tric Institute, New York, N. Y. 


G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

D. C. BARNES, Virginia Electric and 
Power Co., Charlottesville, Va. 
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R. N. BENJAMIN, Stone & Webster 
Service Corp., New York, N. Y. 

W. G. BouRNE, JR., Commonwealth 
Services, Inc., New York, N. Y. 

D. R. BOWER, Commonwealth Edison 
Co., Chicago, Il. 

RICHARD BULLWINKLE, Texas Utili- 
ties Co., Dallas, Texas 

H. A. Buscu, General Public Utilities 
Corp., New York, N. Y. 

L. F. CHAMBERS, Northern States 
Power Co., Minneapolis, Minn. 

K. C. CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 
A. S. Corson, Philadelphia Electric 

Co., Philadelphia, Pa. 

P. V. DopLer, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
F. C. EGGERSTEDT, JR., Long Island 

Lighting Co., Mineola, N. Y. 
S. L. FerGusoN, The Detroit Edison 
Co., Detroit, Mich. 
H. H. FErErRRIN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
R. E. Fire, Southern California Edi- 
son Co., Los Angeles, Calif. 

S. L. HALL, Potomac Electric Power 
Co., Washington, D. C. 

HARRY HANSON, New England Elec- 
tric System, Boston, Mass. 

FREDERICK HERR, JR., Central and 
South West Corp., Chicago, III. 

C. C. HERRMANN, Wisconsin Power 
and Light Co., Madison, Wis. 

L. H. JAEGER, The Southern Co., Inc., 
New York, N. Y. 

W. A. MARSHALL, The Toledo Edison 
Co., Toledo, Ohio 

D. C. McCuurgE, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

A. B. McCoarp, New Orleans Public 
Service Inc., New Orleans, La. 

A. C. MCMENIMEN, Boston Edison Co., 
Boston, Mass. 

H. C. Moore, Jr., Cambridge Electric 
Light Co., Cambridge, Mass. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

H. T. PRITCHARD, Indianapolis Power 
& Light Co., Indianapolis, Ind. 
L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 
J. LEE RICE, JR., The West Penn Elec- 
tric Co., Inc., New York, N. Y. 

F. W. Rocers, Texas Electric Service 
Co., Fort Worth, Texas 

T. F. Rowg, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

F. E. RuGEMER, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. H. ScaFF, Ebasco Services Inc., 
New York, N. Y. 

H. E. SIMPSON, Florida Power & Light 
Co., Miami, Fla. 
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S. G. STALNECKER, Public Service 
Electric and Gas Co., Newark, N. J. 

L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 

H. P. TAYLOR, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

A. C. VENCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. D. VIRTUE, Public Service Co. of 
Colorado, Denver, Colo. 

JOHN WILKIE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. H. ZIMMER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


GENERAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, D. S. KENNEDY, Oklahoma 
Gas & Electric Co., Oklahoma City, 
Okla. 


E. W. DOEBLER, Long Island Lighting 
Co., Mineola, N. Y. 

P. H. McCANcE, Duquesne Light Co., 
Pittsburgh, Pa. 

R. E. Moopy, Union Electric Co. of 
Missouri, St. Louis, Mo. 


INDUSTRIAL RELATIONS 
COMMITTEE 


Chairman, JOHN C. ARNELL, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 

Vice Chairman, E. J. BRILL, Pennsyl- 
vania Power & Light Co., Allen- 
town, Pa. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, New York, N. Y. 


K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. B. BOULET, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

H. L. BOWEN, Georgia Power Co., At- 
lanta, Ga. 

G. C. Brooks, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

M. F. BUNNELL, Florida Power Corp., 
St. Petersburg, Fla. 

C. W. CALDWELL, Rockland Light and 
Power Co., Nyack, N. Y. 

J. W. CAROTHERS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. F. Carr, Pacific Gas and Electric 
Co., San Francisco, Calif. 

A. L. COLLIGAN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.. XY. 

W. J. CooPER, The United Illuminating 
Co., New Haven, Conn. 

J. K. Davis, The Toledo Edison Co., 
Toledo, Ohio 
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M. T. DUNLAP, Carolina Power & Light 
Co., Raleigh, N. C. 

A. C. ECKERMAN, Pioneer Service & 
Engineering Co., Chicago, IIl. 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

B. E. GALLAGHER, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. ¥. 

F. J. GLEESON, Northern States Power 
Co., Minneapolis, Minn. 

C. S. GREEN, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

P. V. HAYDEN, The Connecticut Light 
& Power Co., Berlin, Conn. 

J. P. HENNESSEY, Boston Edison Co., 
Boston, Mass. 

H. N. HENRY, Alabama Power 
Birmingham, Ala. 

J. D. Hocec, The Cleveland Electric II- 
luminating Co., Cleveland, Ohio 

A. W. ISENHART, The Dayton Power 
and Light Co., Dayton, Ohio 

W. L. JONES, Potomac Electric Power 
Co., Washington, D. C. 

R. R. KATTERHENRY, 
Power & Light Co., 
Ind. 

G. E. Kipp, Virginia Electric 
Power Co., Richmond, Va. 

R. L. KING, Kansas City Power & Light 
Co., Kansas City, Mo. 

M. A. KIRK, Central Illinois Public 
Service Co., Springfield, Ill. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

I. O. MALL, Ebasco Services Inc., New 
York, N. Y. 

G. E. MCKENNA, Ohio Edison Co., Ak- 
ron, Ohio 

W. S. Meyers, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. F. Moses, New Jersey Power & 
Light Co., Dover, N. J. 

M. E. NELSON, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

J. M. Orr, Duquesne Light Co., Pitts- 
burgh, Pa. 

C. Y. OsBuRN, Long Island Lighting 
Co., Mineola, N. Y. 

F. M. Osta, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. F. OSTERLING, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

C. E. PARKER, Commonwealth Edison 
Co., Chicago, Tl. 

H. A. PETERSON, American Gas and 
Electric Service Corp., New York, 
N. Y. 

DEWITT PIKE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. V. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 


Co., 


Indianapolis 
Indianapolis, 


and 
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F. R. RAucH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

J. A. REID, Southwestern Gas and 
Electric Co., Shreveport, La. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

O. H. RIRIE, Utah Power & Light Co., 
Salt Lake City, Utah 

W. H. SENYARD, Louisiana Power & 
Light Co., New Orleans, La. 

C. B. SHERMAN, Houston Lighting & 
Power Co., Houston, Texas 

R. S. SOULE, Monongahela Power Co., 
Fairmont, W. Va. 

C. R. StockuHus, Union Electric Co. of 
Missouri, St. Louis, Mo. 

E. C. STOLPER, Wisconsin Power and 
Light Co., Madison, Wis. 

E. B. STRAUSS, Jersey Central Power 
& Light Co., Asbury Park, N. J. 

E. J. THIMME, Public Service Electric 
and Gas Co., Newark, N. J. 

E. A. WERNER, Gulf States Utilities 
Co., Beaumont, Texas 

J. H. WESTBROOK, West Penn Power 
Co., Pittsburgh, Pa. 

M. O. WILSON, Appalachian Electric 
Power Co., Roanoke, Va. 

F. E. WINCHESTER, NEGEA Service 
Corp., Cambridge, Mass. 

W. R. WOLFE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

E. F. ZIEGLER, New England Power 
Service Co., Boston, Mass. 


INSURANCE COMMITTEE 


Chairman, R. D. CONSTABLE, Niagara 
Mohawk Power Corp., Syracuse, 
ae # 

Secretary, D. E. WILLIAMS, The Cleve- 
land Electric Illuminating Co. 
Cleveland, Ohio 


A. L. BENJAMIN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

R. H. BRANDOW, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

I. M. CARPENTER, Ebasco Services Inc., 
New York, N. Y. 

JAMES CAULFIELD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

A. L. CLOUGH, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

M. R. DELAURIER, The Detroit Edison 
Co., Detroit, Mich. 

H. S. DOWNING, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. C. HAVLIN, Boston Edison Co., Bos- 
ton, Mass. 

F. J. HITCHEN, Atlantic City Electric 
Co., Atlantic City, N. J. 

F. J. HoLus, Duquesne Light Co., 
Pittsburgh, Pa. 
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R. P. KNAPP, Potomac Electric Power 
Co., Washington, D. C. 

R. R. MacKay, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. W. MARRIN, Commonwealth Ser- 
vices, Inc., New York, N. Y. 

Cc. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

M. C. PETERSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. O. RANDLETT, Virginia Electric and 
Power Co., Richmond, Va. 

A. W. REID, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

J. A. REID, Southwestern Gas and 
Electric Co., Shreveport, La. 

R. M. SALVANT, Louisiana Power & 
Light Co., New Orleans, La. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa 

M. A. TAIT, Commonwealth Edison 
Co., Chicago, III. 

F. M. TERRY, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. E. Watts, Long Island Lighting 
Co., Mineola, N. Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


LEGAL COMMITTEE 


Chairman, D. BRUCE MANSFIELD, Ohio 
Edison Co., Akron, Ohio 

Vice Chairman, LEEDS A. WHEELER, 
New England Power Service Co., 
Boston, Mass. 


WALTER E. BECKJORD, The Cincinnati 
Gas & Electric Co., Cincinnati, Ohio 

HERBERT L. BRANAN, Oklahoma Gas 
and Electric Co., Oklahoma City, 
Okla. 

JACK K. BusBy, Pennsylvania Power 
& Light Co., Allentown, Pa. 

H. BISSELL CAREY, JR., The Hartford 
Electric Light Co., Hartford, Conn. 

HERBERT B. COHN, American Gas and 
Electric Service Corp., New York, 
Rick. 

HENRY W. CoiL, California Electric 
Power Co., Riverside, Calif. 

GEORGE R. CorEY, Utah Power & Light 
Co., Salt Lake City, Utah 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. K. HANGER, Texas Electric Service 
Co., Fort Worth, Texas 

LESLIE HENRY, The Toledo Edison Co., 
Toledo, Ohio 

LEE C. HowLey, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

Davip K. KADANE, Long Island Light- 
ing Co., Mineola, N. Y. 
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JOHN M. KEEGAN, Consolidated Edison 
Co. of New York, Inc., New York, 
1, a # 

FLoyD W. LEwis, New Orleans Public 
Service Inc., New Orleans, La. 

JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

Wm. LOGAN MARTIN, Alabama Power 
Co., Birmingham, Ala. 

CHARLES L. McCorMICK, West Penn 
Power Co., Pittsburgh, Pa. 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 

SAMUEL G. MILLER, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

T. JUSTIN Moore, Virginia Electric 
and Power Co., Richmond, Va. 

J. HARRY MULHERN, Public Service 
Electric and Gas Co., Newark, N. J. 

T. CARL NIXON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

CLARENCE D. PHILLIPS, Portland Gen- 
eral Electric Co., Portland, Ore. 

ALFRED P. RAMSEY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

BRUCE RENWICK, Southern California 
Edison Co., Los Angeles, Calif. 

GEORGE L. RODGERS, Pacific Power and 
Light Co., Portland, Ore. 

CHARLES F. ROUSE, Carolina Power & 
Light Co., Raleigh, N. C. 

BERNARD W. SCHOTTERS, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

WILLIAM H. SCHRODE., Georgia Power 
Co., Atlanta, Ga. 

F. T. SEARLS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

LELAN F. SILLIN, JR., Central Hudson 
Gas & Electric Corp., Poughkeepsie, 
i ee 

HARRY G. SLATER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. A. STANSFIELD, Public Service Co 
of Colorado, Denver, Colo. 

VAN B. WAKE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

ARTHUR M. WILLIAMS, JR., South Car- 
olina Electric & Gas Co., Colum- 
bus, S. C. 


MEMBERSHIP COMMITTEE 


Chairman, E.S. THOMPSON, West Penn 
Electric Co., Inc., New York, N. Y. 


A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 

H. P. LIVERSIDGE, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. C. NEFF, Wisconsin Power and 
Light Co., Madison, Wis. 

H. R. SEARING, Consolidated Edison 
Co. of New York, Inc., New York, 
NN. X 
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PRIZE AWARDS COMMITTEE 


Chairman, G. W. OUSLER, Duquesne 
Light Co., Pittsburgh, Pa. 


M. C. ALBRITTAIN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

R. A. GIBSON, The Hartford Electric 
Light Co., Hartford, Conn. 

T. O. McQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 


PURCHASING AND STORES 
COMMITTEE 


Chairman, W. M. HOo.Lts, Baltimore 
Gas and Electric Co., Baltimore, Md. 

Vice Chairman (Purchasing), E. N. 
ScoTT, Long Island Lighting Co., 
Mineola, N. Y. 

Vice Chairman (Stores), T. S. Duns- 
TAN, Consolidated Edison Co. of 
New York, Inc., New York, N. Y. 

Secretary, G. H. COLE, Alabama Power 
Co., Birmingham, Ala. 


W. L. ApaAms, El Paso Electric Co., 
El Paso, Texas. 

G. W. ALEXANDER, Mississippi Power 
& Light Co., Jackson, Miss. 

L. C. ALEXANDER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

C. P. ALTMAN, Southern California 
Edison Co., Los Angeles, Calif. 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

H. M. BARRETT, Delaware Power & 
Light Co., Wilmington, Del. 

F. E. BAXTER, Pacific Gas and Electric 
Co., San Francisco, Calif. 

H. T. BELCHER, Consumers Power Co.. 
Jackson, Mich. 

J. L. BLANK, Central Illinois Public 
Service Co., Springfield, II. 

J. P. BLUMER, Gulf Power Co., Pensa- 
cola, Fla. 

D. G. BouTON, Florida Power & Light 
Co., Miami, Fla. 

W. H. BRUEGGEMANN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

G. A. BRUSHETT, The United Illumi- 
nating Co., New Haven, Conn. 

J. R. CARMICHAEL, Georgia Power Co., 
Atlanta, Go. 

C. F. CHANNING, Southwestern Gas 
and Electric Co., Shreveport, La. 

R. A. CLARK, The Detroit Edison Co., 
Detroit, Mich. 

E. H. CREws, Metropolitan Edison Co., 
Reading, Pa. 

R. J. DANIELS, New England Power 
Service Co., Boston, Mass. 
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J. F. EstTILu, JR., Houston Lighting & 
Power Co., Houston, Texas. 

J. I. EVANS, Ohio Edison Co., Akron, 
Ohio. 

M. W. GILcHRIST, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

A. H. HAMILTON, Northern States 
Power Co., Minneapolis, Minn. 

O. HENENBERG, Texas Power & Lighi 
Co., Dallas, Texas. 

J. C. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

E. J. HINELY, Savannah Electric and 
Power Co., Savannah, Ga. 

F. G. HopceE, Portland General Elec- 
tric Co., Portland, Ore. 

H. E. Hopcson, Wisconsin Power and 
Light Co., Madison, Wis. 

J. B. HOMSHER, Gilbert Associates, 
Inc., Reading, Pa. 

JOHN HOPKINSON, The Connecticut 
Power Co., Hartford, Conn. 

DEAN Hopson, Texas Electric Service 
Co., Fort Worth, Texas. 

O. P. JoNES, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
R. S. KInG, Union Electric Co. of Mis- 

souri, St. Louis, Mo. 

S. L. Kostow, Long Island Lighting 
Co., Hicksville, N. Y. 
A. KRAAKEVIK, Illinois 

Decatur, II]. 

F. F. Kuyk, Virginia Electric and 
Power Co., Richmond, Va. 

R. L. LEACH, Georgia Power Co., At- 
lanta, Ga. 

J. T. MAHER, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

M. O. MAPLES, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

G. E. MARLEY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. J. MARTIN, New Orleans Public 
Service Inc., New Orleans, La. 

W. N. MCCLELLAND, Consumers Power 
Co., Jackson, Mich. 

L. C. McIveR, Puget Sound Power & 
Light Co., Seattle, Wash. 

G. C. MEETZE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

J. R. MILLIKAN, Dallas Power & Light 
Co., Dallas, Texas. 

R. M. MILLs, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

R. A. Morse, The Washington Water 
Power Co., Spokane, Wash. 

R. R. Murpock, Duquesne Light Co., 
Pittsburgh, Pa. 

FRANK NAGELE, American Gas and 
Electric Service Corp., New York, 
nm. ¥: 


Co., 


Power 
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C. F. OGDEN, The Detroit Edison Co., 
Detroit, Mich. 

JACK ORRIK, Gulf States Utilities Co.., 
Beaumont, Texas. 

FRED POLONUS, Central Illinois Light 
Co., Peoria, Il. 

W. A. PRICE, Central Maine Power Co., 
Augusta, Me. 
C. I. RICHARDS, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 
JOHN RIEVES, Southwestern Gas & 
Electric Co., Shreveport, La. 

F. R. SCHAFFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

N. L. Scott, Idaho Power Co., Boise, 
Idaho. 

H. T. SIMPSON, Boston Edison Co., 
Boston, Mass. 
R. P. SNow, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 
R. R. SOLER, The Hartford Electric 
Light Co., Hartford, Conn. 

J. E. STEELE, The United Illuminating 
Co., New Haven, Conn. 

N. C. STIREWALT, Central Illinois Pub- 
lic Service Co., Springfield, II. 

A. W. SULLIVAN, Boston Edison Co., 
Boston, Mass. 

F. H. SUMMA, Public Service Electric 
and Gas Co., Newark, N. J. 

N. C. THOMPSON, Alabama Power Co., 
Birmingham, Ala. 

F. W. THORNILL, Commonwealth Edi- 
son Co., Maywood, IIl. 

S. G. THORPE, Central Illinois 
tric and Gas Co., Rockford, III. 

C. H. VAN GORDER, Interstate Power 
Co., Dubuque, Iowa. 

C. VAN REMORTEL, Lake Superior Dis- 
trict Power Co., Ashland, Wis. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. C. WENZ, Duquesne 
Pittsburgh, Pa. 

H. WILSON, Carolina’ Power & Light 
Co., Raleigh, N. C. 

H. M. Woops, The Toledo Edison Co., 
Toledo, Ohio. 

C. G. WRIGHT, The Potomac Edison 
Co., Hagerstown, Md. 

G. H. WRIGHT, Illinois Power Co., De- 
catur, III. 

A. B. Zurick, West Penn Power Co., 
Connellsville, Pa. 

C. H. ZUR NIEDEN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 


Elec- 


Light Co., 


RATE RESEARCH COMMITTEE 


Chairman, C. A. WILLIAMS, The United 
Illuminating Co., New Haven, Conn. 

Vice Chairman, L. W. FRANK, Western 
Massachusetts Electric Co., Spring- 
field, Mass. 


September, 1955 


S. W. ANDREWS, American Gas and 
Electric Service Corp., New York, 
'N. Y. 

C. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

T. W. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W.C. BLAIR, Texas Power & Light Co., 
Dallas, Texas. 

R. S. BROMAGE, The Connecticut Ligit 
& Power Co., Berlin, Conn. 

ALBERT CALVERT, New England Power 
Service Co., Boston, Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

R. E. CAYwoop, West Penn Power Co., 
Pittsburgh, Pa. 

I. L. CRAIG, Philadelphia Electric Co., 
Philadelphia, Pa. 

B. P. DAHLSTROM, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. C. FosBerGc, The Hartford Electric 
Light Co., Hartford, Conn. 

R. F. GAWRYLA, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. B. GRIERSON, The Detroit Edison 
Co., Detroit, Mich. 

R. C. GRIMSTAD, Duquesne Light Co., 
Pittsburgh, Pa. 

K. W. HAsBRoUCK, New York State 
Electric & Gas Corp., Ithaca, N. Y. 
P. F. Hoots, New Orleans Public Ser- 

vice Inc., New Orleans, La. 

J. W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa. 

J. B. JACKSON, Ohio: Edison Co., Ak- 
ron, Ohio. 

RUDOLPH JENNY, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

S. W. JOHN, Commonwealth Services, 
Inc., New York, N. Y. 

D. G. KELLS, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

F. A. KNECHT, Baltimore Gas and 
Electric Co., Baltimore, Md. 

CHARLES LANE, Virginia Electric and 
Power Co., Richmond, Va. 

L. R. LEFFERSON, Ebasco 
Inc., New York, N. Y. 

W. E. LIEPE, New Jersey Power & 
Light Co., Dover, N. J. 

H. F. G. MAIN, Potomac Electric 
Power Co., Washington, D. C. 

WINSOR MARTIN, Pioneer Service & 
Engineering Co., Chicago, III. 

W. C. McCartTuy, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. I. MILLER, Wisconsin Public Ser- 
vice Corp., Oshkosh, Wis. 

H. E. MONTGOMERY, Central Illinois 
Public Service Co., Springfield, III. 

L. V. NELSON, Union Electric Co. of 
Missouri, St. Louis, Mo. 

J. M. NEss, Central Maine Power Co., 
Augusta, Me. 


Services 
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K. H. RUDOLPH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio. 

E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

T. A. STANDISH, Houston Lighting & 
Power Co., Houston, Texas. 

W. C. TALLMAN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

W. E. TRIMBLE, The Toledo Edison 
Co., Toledo, Ohio. 

C. M. TURNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

Cc. C. VANDENBURGH, Commonwealth 
Edison Co., Chicago, III. 

EDWIN VENNARD, Middle West Ser- 
vice Co., Chicago, II. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. T. WILLIAMSON, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa. 
F. H. Woy, The Montana Power Co., 

Butte, Mont. 

J. A. ZOBEL, Southern Services, Inc., 

3irmingham, Ala. 


REGULATION 


Chairman, J. E. CORETTE, The Mon- 
tana Power Co., Butte, Mont. 


J. B. BLACK, Pacific Gas and Electrie 
Co., San Francisco, Calif. 

D. S. KENNEDY, Oklahoma Gas & Elec- 
tric Co., Oklahoma City, Okla. 

I. L. Moore, New England Electric 
System, Boston, Mass. 

W. H. SAMMIS, Ohio Edison Co., Ak- 
ron, Ohio. 


RESEARCH PROJECTS 
COMMITTEE 


Chairman, C. W. FRANKLIN, Consoli- 
dated Edison Co. of New York, Inc., 
New York, N. Y. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 


LEE E. Cook, Texas Power & Light 
Co., Dallas, Texas. 

A. H. KiIppER, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. G. MEESE, The Detroit Edison Co., 
Detroit, Mich. 

G. W. OusLER, Duquesne Light Co., 
Pittsburgh, Pa. 

L. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

STANLEY STOKES, Union Electric Co. 
of Missouri, St. Louis, Mo. 

W. L. Wess, American Gas and Elec- 
tric Service Co., New York, N. Y. 
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W. H. ZIMMER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio. 

Ex-officio, E. L. HouGH, Union Elec- 
tric Co. of Missouri, St. Louis, Mo., 
(Chairman of the Engineering Di- 
vision Executive Committee). 


STATISTICAL COMMITTEE 


Chairman, F. A. KEANE, Public Ser- 
vice Electric and Gas Co., Newark, 
i a oe 


W.S. BRUSH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

A. E. BusH, The Detroit Edison Ce., 
Detroit, Mich. 

R. F. Crim, West Penn Power Co., 
Pittsburgh, Pa. 

H. E. EASON, Commonwealth Services, 
Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

R. L. FITZGERALD, New England Elec- 
tric System, Boston, Mass. 

W. W. GODARD, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio. 

ALFRED GRUHL, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. C. HUEBNER, Ebasco Services Inc., 
New York, N. Y. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

E. J. KNIGHT, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

JOHN KUHLMANN, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

R. C. MurpocuH, Ohio Edison Co., Ak- 
ron, Ohio. 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, IIl. 

DOUGLAS TONGE, American Gas and 
Electric Service Corp., New York, 
N.Y. 

H. A. WEITZMAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

O. H. WHITE, Central Illinois Public 
Service Co., Springfield, Ill. 

W. A. WORTHINGTON, Pacific Gas and 
Electric Co., San Francisco, Calif. 
T. B. YATES, Philadelphia Electric Co., 

Philadelphia, Pa. 


TAX POLICY COMMITTEE 


A. M. BEEBEE, Rochester Gas & Elec- 
tric Corp., Rochester, N. Y. 

C. P. CRANE, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

E. H. DIXON, Middle South Utilities, 
Inc., New York, N. Y. 

R. H. GERDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 
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J. E. LOISEAU, Public Service Co. of 
Colorado, Denver, Colo. 

C. B. McMANus, The Southern Co., 
Inc., Atlanta, Ga. 

C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

Ex-officio, H. M. HoBson, Public Ser- 
vice Electric and Gas Co., Newark, 
N. J., (Chairman of Taxation Ac- 
counting Committee). 


TRANSPORTATION 
COMMITTEE 


Chairman, RANDOLPH WHITFIELD, 
Georgia Power Co., Atlanta, Ga. 
Vice Chairman, R. E. HAMEL, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 


H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 

M. C. ALVES, Union Electric Co. vi 
Missouri, St. Louis, Mo. 

H. J. COLLINS, Boston Edison Co., Bos- 
ton, Mass. 

R. M. CREGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. CROCKETT, Louisiana Power & 
Light Co., New Orleans, La. 
J. A. DODGE, Potomac Electric Power 
Co., Washington, D. C. 
LINN EDSALL, Philadelphia 
Co., Philadelphia, Pa. 

G. E. FINK, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

R. L. FRANKLIN, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

E. J. GRAHAM, Public Service Co. of 
Colorado, Denver, Colo. 

G. W. HaArRR, Monongahela Power Co., 
Fairmont, W. Va. 

W.H. HEAD, Public Service Co. of New 
Hampshire, Manchester, N. H. 

C. R. JACOBSEN, Commonwealth Ser- 
vices, Inc., Jackson, Mich. 

F. J. MICHEL, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

R. M. MIDDLETON, San Diego Gas & 
Electric Co., San Diego, Calif. 

BRYAN PARK, Iowa-Illinois Gas and 
Electric Co., Rock Island, IIl. 

K. G. SCANTLING, Duquesne Light Co., 
Pittsburgh, Pa. 

H. M. Serviss, Long Island Lighting 
Co., Mineola, N. Y. 

F. N. SINGER, American Gas and Elec- 
tric Service Corp., New York, N. Y. 

GEORGE SPENCER, The Detroit Edison 
Co., Detroit, Mich. 

W. B. STREITLE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. T. WADE, Texas Power & Light Co.. 
Dallas, Texas. 


Electric 
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A. W. WAGNER, Pennsylvania Power & J. L. WELLS, Alabama Power Co., Bir- D.K. WILSON, Niagara Mohawk Power 
Light Co., Hazleton, Pa. mingham, Ala. Corp., Syracuse, N. Y. 

F. F. WassER, South Carolina Elec- M. C. WHEYLAND, Northern States C. W. Woops, West Penn Power Co., 
tric & Gas Co., Columbia, S. C. Power Co., Minneapolis, Minn. Pittsburgh, Pa. 
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